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PEEPACB TO SECOND EDITION. 


Since the publication of the first edition of this work, which 
is now exhausted, great progress has been made in the art of 
'■reinforcing'’ Concrete with rods, bars, or meshwork of 
iron or steel. A new Chapter on this important subject has 
therefore been included in the Second Edition, together 
with Additional Illustrations and Tables. The whole of the 
original text has also been revised, and somewhat extended. 

The Author’s thanks are gratefully tendered to those 
firms which have kindly placed information on reinforced 
concrete at his disposal, and also to the authors from whose 
works he has quoted. 

11, Argyll Place, London, Vv. 

October , 1904. 




PEEFACE TO FIRST EDITION. 


Books on Limes, Cements, and Concretes haTe been 
almost iiiTariably written by Civil Engineers for Civil 
Engineers. It seemed to tbe Author that a vvork, treating 
of the subject of Coxcrete from an Architect's point of 
view, might prove useful, not to Architects only, but to 
other persons engaged in Building. This idea was de- 
veloped into a series of articles which appeared in The 
Builder from July to December, 1892, and the present 
work is a revised and extended edition of those articles. 

Chapters XI Y., XYII., and XXI. are entirely new : and 
the greater parts of Chapters XIII. and XXII., besides 
considerable parts of Chapters XYIII., XIX., XX., XXI Y., 
and XXY., have also been added. The remainder of the 
work has been re-modelled to some extent, and further 
information has been inserted throughout : the number of 
illustrations has been more than trebled ; and several new 
Tables have been included, some of which are here printed 
for the first time. 

The Author gratefully acknowledges his indebtedness to 
the researches and works of many Engineers (notably those 
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of Mr. John Grant, Mr. Henry Faija, and Mr. Charles 
Colson), and to the cniTent Architectiu'al, Building, and 
Engineering journals, as well as to papers read before Tarious 
professional societies, including the Boyal Institute of 
British Architects. Particular mention should be made of 
the Institution of Ciril Engineers, to which body he is 
indebted for much yaluable information obtained from their 
Minutes of Proceedings. The courtesy of Mr. Thaddeus 
Hyatt, in allowing extracts to be made from his book 
entitled Portland-Cement-Concrete combined with Iron ’’ 
(which was printed for priyate circulation only), is also 
gladly mentioned. These yarious sources of information 
are duly stated in the body of the work. 


Sevtenibcr, 1S93. 
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CONCEETE 


CHAPTER T. 

DEFIMTIYE AND HISTOEICAL. 

Dennition — Concrete and Beton — Historical : Ronum. MedAosval^ 
Renaissance, Modern — Uses. 

Defixition. — Concrete is a solid mass formed from lime 
or cement, water, sand, and small irregular pieces of stone, 
brick, (fee., by their ‘‘ growing together *' (as the word 
expresses it) when brought into contact with each other. 
The active agents in this solidifying process are the lime 
or cement and the water ; the remaining ingredients are 
inactive, being merely bound together by the foregoing. 

Different names have been given to the two classes of 
ingredients. The active ingredients are called the matrio:, 
as they may be said to form a ^‘womb,"' in which the in- 
active, known as the aggregate^ are imbedded. Xeither of 
these names we may say, is strictly accurate, but as they 
are the ones now usually adopted, we shall make use of 
them. Very often, however, the mortar, — that is, the 
mixture of lime or cement, water, and sand, — is spoken of 
as the Tnairix, and the remaining ingredients only are called 
the aggregcite : this nomenclature has probably arisen from 
the fact that the strength of concrete, made with the same 
coarse ingredients, varies very nearly according to the 
strength of the mortar in which the coarser ingredients are 
imbedded, and not so much according to the strength of the 
lime or cement itself. 
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CONCRETE, 


Concrete ” and “ Beton.” — distinction is sometimes 
made between the English word “ concrete ” and the French 
word “ In France it is customary to mix the lime 

or cement with the sand and water, and thus to form 
mortar; the broken stones or other materials are then 
added to the mortar, and thoroughly mixed with it. In 
England, however, the general practice is to mix the whole 
of the ingredients dry, and, when the mixing is sufficiently 
advanced, to add water gradually, the ingredients being 
stiU further turned over during the operation. 

Some writers limit the meaning of the word “ concrete,” 
by applying it only to concrete prepared in the English way ; 
and the word heim is taken to mean concrete prepared in 
the French way. There does not seem much reason, how- 
ever, in thus limiting the meaning of the word, for concrete 
is concrete, no matter how it is prepared, just as stone is 
stone whether it be formed by the aggregation of countless 
myriads of microscopic organisms, or merely by the con- 
solidation of sand-grains. We shall use the word 
^‘concrete” in its wider sense, especially as this is the 
sense in which it is now generally used. 

Historical : Romm. — The Romans were the first great 
concrete-builders, and some of their concrete structures 
have not been surpassed in magnitude to this day. 
They made use of it before the year 500 b.o. Vitruvius, 
who wrote in the first century after Christ, gives in- 
structions for its manufacture. In his book on architec- 
ture, he describes how to make concrete pavements and 
floors, and concrete walls around wells. His specification 
for the concrete in the last instance might be substituted, 
without very much detriment, for the clauses in some 
modern specifications. He says (according to Gwilt's 
translation) : — “ In the first place, the purest and roughest 
sand that can be had is to be procured ; then material is to 
be prepared of broken flint, whereof, no single piece is to 
weigh more than 1 lb. ; the lime must be very strong, and 
in making it into mortar, five parts of sand are to be added 
to two of lime ; the flint work is combined with the mortar, 
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and of it the walls in the excavation are brought up from 
the bottom, and shaped* by wooden bars covered with 
iron.” The Eoman “ libra,” which we presume has been 
simply translated into “pound,” was equal to nearly 
I lb. avoirdupois of our weight, and therefore the pieces of 
flint were specified to be not larger than about 2 in. cubes ; 
this size of aggregate would be used in similar walls to-day. 
Vitruvius also mentions the use of puozzolana, a volcanic 
«arth or sand, which confers upon fat lime the property of 
setting under water. 

Eoman walls were almost invariably of concrete or rubble, 
faced with brick, stone, or marble. This facing was always 
thin. The bricks as a rule were triangular on plan, and 
measured about 1 1 in. along the face, and only 6 in. from 
the face to the apex of the triangle which extended into the 
wall The stones were sometimes only about 2 in. square 
on the face, and less than 6 in. on the bed, and were laid 
with the diagonals of the square horizontal and vertical, 
forming what was known as opus reticdatum. In any case, 
the strength of the wall depended on the concrete or rubble, 
rather than on the facing. According to Professor 
Aitchison, the concrete of the Eomans was not mixed 
together before deposition, but a layer of mortar was laid, 
and the aggregate then deposited upon it^ and this in turn 
would be followed by another layer of mortar, and so on. 
Bond-courses of large flat tiles were introduced every 4 ft. 
or 5 ft. 

But not only were walls and floors constructed in this 
manner; arches, also, and domes were built, sometimes 
with a mere skin underneath of thin tiles laid flat, having 
radial tiles bonding into the concrete at intervals, and some- 
times with skeleton framework or ribs of bricia and tiles, 
the whole being covered or filled with concrete of consider- 
able thickness. 

The dome of the Pantheon, which was erected about the 

* Professor Aitchison, A.R.A., renders the word “rammed” instead 
of “ shaped,” and this would bring the specification of Vitruvius still 
nearer to modem practice. 
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CONCJRETE, 


year 123 A-D-j-was until recently believed to be constructed 
of concrete with brick or tile ribs, but the researches of 
Mons. Chadanne in 1892 proved it to be of solid brickwork. 
In many buildings, however, the former material was freely 
used, and "when we consider that the Eomans had only fat 
lime and puozzolana to depend upon for the solidifying of 
their concrete, we are surprised at their boldness. 

It is probable that the development of domed construc- 
tion among the Romans was due in great measure to the 
material, concrete, of which many of their greatest works 
were built. 

Their partiality for concrete was due to three or four 
causes. In the first place, the great bulk of the work did 
not require trained artificers, of whom there was often a 
scarcity, but could be done by slaves or labourers, of whom 
there were many ; in the second place, the work could be 
executed much more rapidly than with bricks or dressed 
stone, and this, then as now, was an important consider- 
ation ; again, in many places suitable building stone could 
not be obtained ; and, finally (for the Eomans doubtless 
studied economy, — ^they were such a practical people), 
concrete recommended itself for its cheapness. 

Professor Middleton, in his recent work on “The 
Remains of Ancient Rome” (1892), gives his opinion that 
the brick facing of the Roman walls is not strong enough to 
support the concrete hearting while wet, and therefore that 
timber framing must have been used to support the walls 
during their construction. He thinks he has discovered 
proof of this in the Golden House of Nero, under the 
Thermse of Titus, where upright grooves, 6 in. wide and 
4 in. deep, for the reception of the timber posts, are visible 
in the walls, the grooves, however, being “ afterwards filled 
up by the insertion of little rectangular bricks, so as to 
make a smooth, unbroken surface for the plastering.” 

It is of course possible that timber framing may have 
been used by the Romans, but we agree with Professor 
Aitchison, when he says that it seems odd, if timber framing 
were employed, “ that so economical a people as the Romans 
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should have wasted time and money on this brick facing, 
which was to be covered with plaster or marble.”* Ap- 
parently the rough brick or stone facing was adopted 
instead of a wooden framework The bond-courses of flat 
tiles, extending through the whole thickness of the wall, 
seem to have been inserted partly to strengthen the facing, 
and point to the conclusion, that for such walls no timber 
frames were used. The Romans, however, appear to have 
discovered that it was possible, by using a timber frame- 
work, to do without the facing of stone or brick, and such 
walls were accordingly builtf Into the other details of 
concrete construction given by Professor Middleton, we 
cannot enter here. Sufi&ce it to say that the strength of 
the concrete seems not to have lessened at all during the 
centuries of its existence, but rather to be greater to-day 
than ever. 

In England examples of Roman concrete or rubble can 
be seen at Pevensey and Richmond, and other places. 

Mediaeval . — In the middle ages, concrete was frequently 
used not only in foundations but also in walls. We are 
told that the walls of the Castle of Badajos in Spain still 
bear the marks of the boarded frames, in which the concrete 
was deposited. In our own country, the Roman practice of 
employing facings of stone seems to have been universally 
adopted, and the concrete may perhaps be more correctly 
termed “ rubble.” 

Although many examples of Norman concrete remain in 
excellent preservation, it must be confessed that in many 
other instances it has failed; vast piers, apparently of 
solid hewn stone, have yielded under the weight of super- 
incumbent vaults and towers, and have proved to be mere 
shells of masonry filled with masses of more or less 
incoherent rubble. 

Concrete was successfully employed in the Norman and 
Early English foimdations of Ely Cathedral, in Salisbury 

* The BuUder^ July 9, 1892. 

+ Mr. John Slater, B.A., in Carpenters’ Hall Lecture on ** Con- 
crete,” March 17, 1886. 
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Cathedral, Westminster Abbey, and in many of our castles. 
At Guildford Castle, -which was erected in the latter half of 
the twelfth century, are concrete walls from 11 ft. to 14 ft. 
in thickness at the base ; the aggregate consists largely of 
flints, and the walls were carefully faced with the same 
material. At Middleham Castle in Yorkshire the walls were 
faced with dressed stone j this has been removed in many 
places by successive generations of predatory builders, and 
the sound rubble hearting has been exposed to view. 
Masses of rubble lie amid the ruins, while one large un- 
shapely mass remains poised on a comparatively slender pier 
of the same material. 

We have said enough to show that good concrete will 
last for many centuries, but it must also be stated that much 
of the concrete we have mentioned has been protected, 
during a great part of its existence, by a facing of some 
other material. 

Renaissance . — In the fifteenth and sixteenth centuries we 
find Alberti and Palladio describing the method of construct- 
ing concrete walls, and from them we learn that the system 
in use in those days was the same as the one used to-day, 
with, of course, slight modifications ; then as now, boards 
were placed on each side of the intended wall, at the 
proper distance, and the space between was filled with 
mortar, pebbles, broken stone, &c. 

Modem . — In more recent days, it was used by Sir 
Bobert Smirke in the foundations of Millbank Penitentiary 
in 1811. Smirke’s specification says that the concrete shall 
“ consist of fine gravel or ballast, freed from slime, mud, and 
sand, except that a small portion of the latter shall be inter- 
mixed with the other material, in the proportion the architect 
shall direct, the whole to be well puddled and cast and 
mixed in lime-water.” Smirke’s specification is somewhat 
vague, but he knew how to deal with the gravel 

Prom this time forward, greater attention has been paid 
to the importance of concrete as a building material, -until 
at the present day there is scarcely an architect who has 
not made use of it in some way or other. In 1835—6, 
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Mr. George Godwin, afterwards Editor of The, Builder, read a 
paper entitled “ The Nature and Properties of Concrete, and 
its application to construction up to the present period,” 
before the Eoyal Institute of British Architects. In it he 
traces the use of concrete through various periods of 
architecture, and describes its use in his own day. 

Apparently the first attempt in this century to use con- 
crete on a large scale was made about 1835 by Eanger, who 
built a graving dock and sea-wall at Woolwich; the 
concrete consisted of grey-stone or hydraulic lime, and 
gravel, mixed with hot water. Mr. Bemays said in 1880 
that the sea-wall was “ a few years ago in remarkably good 
condition.” Cottages of Eoman cement concrete were built 
at Harwich in 1841, and Bridgewater in 1846, of Medina 
cement concrete near Osborne (Isle of Wight) in 1852, and 
of Portland cement concrete in the Isle of Thanet in the 
same year. The last were, according to Mr. Drake, 
perfectly sound and free from damp in 1872. In 1865 Mr. 
Tall patented a concrete-building apparatus or framework. 
In 1868 Mr. Drake patented his iron apparatus, and in the 
following six years “thousands” of buildings (says Mr. 
Drake), including mansions, houses, churches, chapels, 
warehouses, mills, <fec., were built by means of it. Besides 
these, many other patents have been taken out for such 
appliances, among which we may name those of Osborne, 
Lish, Potter, Henley, and Broughton. We fear that many 
of them have been more ingenious than useful, and have 
proved of little benefit to their inventors. 

The introduction of Portland cement, which is un- 
doubtedly the strongest cement the world has ever known, 
contributed largely to spread the use of concrete in build- 
ing, and although it has not effected that revolution in 
architecture, of which its enthusiastic admirers dreamed, yet 
it has proved itseH to be an almost indispensable building- 
material, and has, on account of its great strength, and (in 
comparison with hydraulic limes and natural cements) its 
reliability, led to the employment of concrete for many 
purposes, for which lime-concrete was utterly xmsuitable. 
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The experiments of Grant Colson. Hvatt. and others have 
furnished valuable information which enables us to use the 
material in a more scientific and economical manner. 

Uses. — Every architect uses it sooner or later in 
foundations. It is used in walls, floors, roofs, stairs, paving, 
drain-pipes, conduits, bridges, arches, lintels, building-blocks, 
and in all sorts of so-called “artificial stones.'* It is used 
alone or in combination with wood, iron, steel, fire-clay 
lintels, (he. There are even concrete doors and concrete 
telegraph-poles, and mill-chimneys have been built of it. 
Engineers have used it in the sea in vast monolithic masses, 
deposited in situ, or in huge blocks weighing 200 or 300 
tons each, or deposited in sacks, each weighing when filled 
as much as 1 00 tons : they have built of concrete, piers, 
breakwaters, docks, lighthouses, and have filled with it the 
caissons foiming the foundations of the biggest bridges. 
Patents innumerable have been taken out for improvements 
in the methods of making and using concrete, and much 
money has been lost by unsuccessful inventors, but we 
advance by failures, and to-day concrete is used for a 
greater variety of purposes than ever before. 
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MATRICES. 

Class'ificatiun — I. Limes : — 1. Rich lime — 2. Poor lime — 3. Hydraulic 
limes (Tables L. II.. and III .) — L Selenitic limes or cements. 

Classification. — The ingredients of concrete are divided 
into two classes : — the cementing materials and the 
cemented, known respectively as riiatrix and aggregoAe. The 
former includes the various kinds of limes and cements, and 
also those earths or sands which, when mixed with ordinary 
lime, enter into chemical union with it, and cause it to set ” 
after the manner of hydraulic lime ; the water used in 
mixing the concrete also falls into this class, for without 
it there w'ould he no setting or hardening of any of the 
foregoing substances. The term “ aggregate '' includes the 
remaining materials used in concrete, such as sand, gravel, 
broken stone and brick, burnt clay and shale, &c. 

The various matrices used in concrete ^ may be classified 
thusf : — 

I. Limes. — 1. Hickj or pure, or fat lime, 

2. Poor, or invpure, or raeagre. Uriie, 

3. IlydravMc limes, 

4. Selenitic limes, or ceraents. 

II. Natural Cements. — I. Roman cement , djc. 

2. Plaster of Paris, (tc. 


* Asphalt and Tar- Concrete may undoubtedly be considered of 
the nature of concrete, but they are beyond the scope of this work, 
t PuQzzolaaas, kc., will be mentioned in the Chapter on Sand. 
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III. ARTiFiciAii Cements. — 1. Parian cement, i:c. 

2. Slag cement. 

3. Portland cement. 

IV. Water. — 1. Freeh water. 

2. Sea water. 


I.— LIMES. 

Limes are not all suitable for use in concrete. Some of 
them possess the property of setting under water to a con- 
siderable extent, and will eventually attain great strength 
in such a position, while others are almost entirely soluble 
in water, and are therefore useless in damp situations. 
Some have an inherent power of hardening when mixed 
with water and exposed to the air, whereas others merely 
dry to a friable mass. 


1. Bioh Limb. 

Composition. — Rich lime is burnt from stones which 
consist almost entirely of carbonate of lime {calcium car- 
honate), such as chalk, marble, and some of the varieties of 
building stone. Other substances — silica, alumina, mag- 
nesia, oxide of iron, &c. — ^may be present to the extent of 
about 10 per cent. The silica is present in the form of 
sand, and therefore has no benehcial effect on the setting 
of the lime. 

Calcination. — We do not propose to enter into a de- 
tailed description of the modes of manufacturing either 
limes or cements ; it will be sufficient for our purpose if 
we state broadly the effects of the processes of manufacture. 
By the burning of calcium carbonate, the water and car- 
bonic acid gas which it contains are expelled, and calcium 
oxide, commonly called “ quicklime,” remains. The chemi- 
cal equation, omitting the water, is thus expressed : — 

COCaOg = CaO -f- COg. 

Calcium carbonate. Calcium oxide. Carbonic acid gas. 
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Slaking. — ^When rich lime arrives on the bnilding-site 
for use in mortar or plaster, it is in the form of quicklime 
(calcium oxide), but in that state it is not ready for use. 
It must first be slaked by the addition of water. Quick- 
lime readily combines with water, and is, if exposed to the 
atmosphere, gradually slaked by absorbing moisture there- 
from ; in this slow way quicklime is slaked for agricultural 
purposes, the little white heaps in fields being a familiar 
sight in some parts of the country. If, however, a con- 
siderable quantity of water be added, the calcium oxide 
combines with it w’ith much violence and heat, falling to a 
powder two or three times the bulk of the lime prior to 
slaking. This increase in bulk, when quicklime comes into 
contact with water, must be borne in mind, for the fact has 
an important bearing on the subject of the proper use of 
hydraulic limes and cements. The chemical change caused 
by slaking is thus expressed : — 

CaO + H3O = Ca(H0)2. 

Calcium oxide. Water. Calcium hydrate. 

Setting. — Calcium hydrate^ or as it is usually termed, 
slaked lime, is soluble in water \ consequently a paste made 
from it does not set or harden under water. There is 
nothing in its composition, as there is in hydraulic limes 
and cements, to give it the power of setting merely on the 
addition of water. Calcium hydrate, if placed in founda- 
tions, or in the interior of thick walls, where little or no 
air can obtain access to it, will remain calcium hydrate for 
years without any increase of strength whatever. In air, 
however, a certain amount of chemical action takes place, 
which results in the hardening of the lime. This is effected 
by the absorption of COg from the atmosphere, but the 
setting is more apparent than real, for it is only skin deep. 
And not only is this re-formation of carbonate of lime 
(COCaOa) a mere skin, it is also of no great strength. It 
is probable, also, that the lime dissolved by the water used 
in slaking the lime and making it into mortar, and also 
by the slow absorption of moisture from the air, gradually 



12 


CONCRETE, 


crystallises, and therefore assists the hardening of the 
mortar, hut as about 700 parts of cold water are required 
to dissolve one part of lime, the crystallisation is decidedly 
slow. Mortar from the interior of the Pyramids, where it 
has not been exposed to the action of the air, still contains 
free lime, although it is 5,000 years old. 

Another difficulty attending the use of rich lime is its 
great shrinkage or contraction during the process of harden- 
ing ^ in order to obviate the ill effects of this, a large 
quantity of sand is mixed with it to form mortar. The 
sand also fulfils another office, for it renders the mortar 
more porous, and therefore assists the passage of air and 
moisture to every part of it. 

No more need be said to show the unsuitability of rich 
lime, not for concrete only, but for all manner of building 
work where cohesive and adhesive strength is required, but 
a knowledge of the changes which take place in the calcining, 
slaking, and setting of rich lime is necessaiy for the proper 
apprehension of some of the changes which take place in 
hydraulic limes and cements, and also of the difficulties and 
dangers attending their use. 

Uses. — ^Kich lioie is used for agricultural purposes, for 
internal plastering, and in the manufacture of Portland 
cement, slag cement, <&c. 

2. PooE Limb. 

Poor lime is burnt from limestones, which contain a con- 
siderable quantity (say, from 10 to 30 or 40 per cent.) of 
matter, nearly the whole of which is in such a state as to 
have no power of combining with the lime and exerting a 
beneficial effect on the setting of it. In other w'ords, poor 
lime is rich lime very much adulterated. It has all the 
disadvantages of rich lime, and one or two more. It slakes 
more sluggishly than rich lime, does not increase as much 
in bulk or fall to as fine a powder, and requires more care- 
ful screening and grinding on being made into mortar. It 
ought never to be used for concrete. 
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3. Hydeaulio Limes. 

Definition. — These limes have been so called from the 
property they possess of setting under water. The word 
“ hydraulic ” used in this sense is somewhat of a misnomer, 
seeing that it is derived from the Greek hydor, water, and 
aulos^ a pipe, and really refers to the conveyance or use of 
water by means of pipes. Custom, however, has sanctioned 
its use in the sense of “ setting under water,” and also the 
use of the noun derived from it — “hydraulicity,” which is 
taken to signify ‘‘the property or power of setting under 
water.” 

Subdivisions. — ^Hydraulic limes vary exceedingly in their 
composition, and consequently in their hydraulicity. The 
quantity of Izme present in some is only about 60 per cent., 
while in others it is 80 or even 90 per cent. ; and the 
time required for the lime to harden under water varies 
from one or two days to three or four weeks. This variety 
has given rise to a subdivision of the class into (1) feebly, 
(2) Tnoderately, and (3) emmently hydraulic, but these sub- 
divisions are somewhat indefinite, merging into one another, 
and ranging from the verge of rich and poor limes on the 
one hand, to the verge of natural cements on the other. 
Moreover, no lengthy list of British hydraulic limes has 
ever been made in which the various limes have been 
classified under these three heads. The nomenclature, how- 
ever, affords a convenient method of expression, although it 
has not much practical or scientific value. 

Composition. — ^The most important hydraulic limes owe 
their hydraulicity to the clay, which forms part of the raw 
stone. In stones producing feebly hydraulic limes, the 
clay may be about 8 or 10 per cent, of the whole ; mode- 
rately hydraulic limes, from 10 to 15 per cent. ; and 
eminently hydraulic limes, from 15 to 20 or even 30 per 
cent. Any excess of clay over 30 per cent, is detrimental 
to the setting power and strength of the lime. 

Another class of limes consists of those which contain 
little or no clay, but are rendered hydraulic by the magnesia 
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present in them. In the raw stone, producing moderately 
hydraulic lime, the carbonate of magnesia may be 30 or 40 
per cent, of the whole, and the carbonate of lime 50 or 60 
per cent. Nearly aU Hmes and cements contain a small 
quantity, say, 1 or 2 per cent, of magnesia, but it is only 
when the magnesia reaches about 30 per cent, of the whole 
stone, that it confers a moderate hydraulicity. The most 
important class of hydraulic limes, however, is the one in 
which clay plays a prominent part, and as clay is the 
ingredient which confers hydraulicity on that most im- 
portant of all limes and cements, namely, Portland cement, 
more attention has been devoted to the study of its action 
in combination with hme, than to that of magnesia with 
lime. 

Undoubtedly the most important class of hydraulic limes 
consists of those which are burnt from the Blue Lias lime- 
stone. They vary considerably in their setting power and 
ultimate strength. The Blue Lias stone is found at Lyme 
Eegis in Dorsetshire ; at PyUe and Watchet in Somerset- 
shire; at Barrow-on-Soar in Leicestershire; at Rugby, 
Stockton, Wilmcote, and other places in Warwickshire ; at 
Bamstone, near Nottingham; at Kirton Lindsay in Lin- 
colnshire ; at Aberthaw in Monmouthshire ; at ^^itby in 
Yorkshire, and at various other places in England. At 
many of these places the stone is used for the manufacture 
of Portland cement, which is quite equal to that made from 
chalk and clay or mud, as at Rochester and other places on 
the Medway and the Thames. The lias limes obtained at 
Aberthaw, and in Leicestershire and Warwickshire, have, 
perhaps, the best reputations, but, for reasons already 
stated, no actual comparison can here be instituted. 

Feebly hydraulic limes are obtained in many parts of 
the country, but have merely a local reputation. Some of 
those used in London are obtained from Sussex. 

Other hydraulic limes are -burnt from the carboniferous 
limestones, as at Holywell in Flintshire, and others again 
from the magnesian limestones in Yorkshire, Derbyshire, 
and other counties. Limes of the latter kind, owe their 
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hydraulicity chiefly to the chemical union of the lime and 
magnesia on the addition of water. They frequently attain 
considerable strength, hut the author is not aware of any 
actual tests having been carried out to show the difference 
between them and other hydraulic limes. An analysis of 
a good hydraulic lime, obtained from a magnesian lime- 
stone near Doncaster in Yorkshire, is given in the table of 
analyses, page 89. 

Calcination. — When limestone containing clay is burnt, 
the moisture and carbonic acid gas are expelled at a com- 
paratively low temperature, and the clay is split up into 
its component parts, silica and alumina; the silica is 
present in the form of hydrated silicic add (SiHo^), and 
combines, as far as possible, with the lime to form caldvm 
silicate. Silica frequently occurs in limestones in the form 
of sand (quartz and flint, SiO^), but is then quite insoluble 
and consequently useless. Analyses ought, therefore, to 
say in what form the silica occurs ; a “ poor lime ” may 
contain a proper proportion of silica, and yet possess no 
hydraulicity whatsoever. 

Analyses. — There is, of course, a great difference in the 
composition of hydraulic limes, and it is scarcely possible to 
classify them according to their hydraulicity. A few 
analyses are given in Table XII. (page 89), in order that 
the composition of some well-known limes may be seen at a 
glance, and compared with one another, and with other 
limes which may at any time be submitted for consideration. 

Weight. — The weight of hydraulic limes varies con- 
siderably, some when ground being only a little heavier 
than powdered white chalk hme, and others being only a 
little lighter than Portland cement The extreme limits 
maybe considered to be 60 lbs. and 100 lbs. per “striked” 
bushel (about 1*28 cub. ft), but the weight varies not only 
according to the composition and degree of calcination of 
the lime, but also according to the fineness, freshness, mode 
of fillin g the measure, &c. Lumps of Halkin Mountain 
lime weigh about 140 lbs. per bushel; the slaked lime 
obtained from these, weighs only 64 lbs. per bushel. The 
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weight of hydraulic lime must not be taken as the measure 
of its hydraulioity. 

Slaking. — In all hydraulic limes there is an amount of 
quicklime (CaO) which has escaped combination with silica 
and alumina j this amount is very large in the most feebly 
hydraulic, very small in the most eminently hydraulic. 
T^en water is added to the lime, the oxide of lime present 
in it is converted into hydrate, as in the case of rich lime, 
but the action is less violent and slower in proportion to 
the quantity of silica and other ingredients which the lime 
contains. Instead of falling to a powder in a few minutes, 
lumps of hydraulic lime may not slake in less than one or 
two days, and some of the best may take a week j there is 
little or no vapour evolved, and the increase of bulk is, in 
the best kinds, comparatively small. But in all hydraulic 
limes there is a certain amount of slaking action, and this 
involves a corresponding increase of bulk. When a lime- 
stone produces by calcination a substance which, while 
possessing hydraulic properties, exhibits no slaking action 
at all, that substance is known as a cement. 

The slaking should be thoroughly effected before the 
lime is made into mortar, otherwise there will be a danger 
of the cohesion of the latter being destroyed or impaired 
by the increase in bulk consequent on the gradual hydra- 
tion of the quicklime in it after the setting has commenced. 
We have already said that an excess of clay is detrimental \ 
such a lime, when completely calcined, may set rapidly, but 
when placed in water will soon exhibit cracks, steadily 
increasing, or will gradually soften throughout. Sometimes 
hydraulic lime is kept in a shed for a week or more after 
being slaked, and the hard lumps which have resisted the 
action of the water are removed before the lime is mixed 
with sand in the mortar miU ; such storing is not beneficial. 

There are two or three ways of slaking hydraulic lime- 
lumps, but the most common method is the one known as 
“ drowning.” A basin of sand, which may with advantage 
be coated with lime-paste to render it more impervious, is 
formed, and the lumps of lime are spread in it to the depth 
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of 6 in. or 8 in. A quantity of water, varying in inverse 
proportion to the hydraulicity of tiie lime, is then added. 
The Halkin Mountain lime requires about 45 gallons of 
water per ton, and becomes, when slaked, three times the 
bulk of the lump lime. The Bamstone Blue Lias lime 
requires about 40 gallons of water to the ton. Excess of 
water reduces the lime to a paste instead of a powder, and 
is injurious. 

Gillmore says that fresh water should be used for slaking 
lime, as sea-water in all cases causes less increase of bulk. 

After the water has been added, the heap is covered with 
sand or ashes, or with a tarpaulin, in order that the heat 
may be retained in the mass. This last precaution is im- 
portant, because hot water is more active than cold in 
slaking lime, and steam is still more active; the vapour 
evolved during slaking greatly assists in disintegrating the 
harder lumps. The heap should not be disturbed for one 
or more days, — ^not, in fact, until the lumps have been as 
far as possible reduced to a fine powder. This is the object 
of slaking, for coarse particles, which are frequently the 
hard, well-burnt part of the lime, may gradually slake 
after being made into mortar, and so injure the mortar; 
while, on the other hand, they may prove, if reduced to 
powder, the very best part of the lime. 

Grinding. — ^The more hydraulic the lime is, however, the 
more difficult it becomes to pulverise it by slaking; mechanical 
means must, therefore, be resorted to. The pulverisation 
may be effected by the manufacturer, in which case the 
lumps are ground dry, and the lime is sold as “ground 
lime ; ” or it may be effected on the buildmg-site by grind- 
ing the lime in a mortar-mill. This may be done for three 
or four minutes dry, then the sand may be added, and in 
about two or three minutes more the necessary amount of 
water may be poured into the pan, and the grinding con- 
tinued for about a quarter of an hour. In windy places 
dry grinding is a wasteful operation. It is advisable to 
mix even lime ground by the manufacturer in a mortar- 
mill, as the manufacturers frequently do not grind the lime 
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sufficiently fine. When a mortar-mill is not available, the 
lumps should be screened from the slaked lime, and thrown 
away. 

Many hydraulic limes can only be obtained in lumps 
as drawn from the kilns; others, however, can be had 
either in lumps or ground. The lump lime (or “shell” 
lime, as it is sometimes called) is used chiefly for mortar, 
as this is, as a rule, ground in a mortar-mill, but the ground 
lime is preferable for concrete, as a mortar-mill is not 
usually employed in preparing this material, and some of 
the lumps of lime are hard enough to resist for a long 
time, or even altogether, the influence of water, but when 
finely ground become an energetic part of the lime. 

It is very seldom, indeed, that any particular degree of 
fineness is specified by architects or guaranteed by manu- 
facturers. The Aberthaw lime is usually ground so that 
not more than 15 per cent, remains on a No. 30 sieve, (that 
is, a sieve with 900 meshes to the square inch,) but can be 
more finely ground when required. When we compare this 
with the fineness of Portland cement, which often leaves 
less than 10 per cent, on a sieve with 2,500 meshes to the 
square inch, we cannot fail to notice the great difference 
between the two : but, of course, there is a great difference 
in the cost as well. Fineness of grinding is important, for, 
other things being equal, the more finely ground the lime 
is, the more sand will it bind together ; but half a loaf is 
better than no bread, and any grinding better than none. 

SETTmo. — The chemistry of setting will be considered 
hereafter. It will be sufficient to state now that setting 
and ■ hardening are due mainly to crystallisation, brought 
about by the action of water on the silicate and aluminate 
of lime and not as in the case of fat limes, by mere absorp- 
tion ot caroonic acid gas from the atmosphere. 

Testing. — The test for tensile strength, which is so 
important a test of neat Portland cement, cannot fairly be 
applied to neat hydraulic lime, as its cohesive strength is 
very small. When lime is tested, therefore, the briquettes 
contain usually three or more parts of sand. The adhesive 
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strength, of hydraulic lime is sometimes tested by uniting 
two bricks or stones with mortar and ascertaining the force 
required to pull them apart at a certain age. The re- 
sistance of various hydraulic limes to crushing has been 
occasionally ascertained. 

A great many experiments have been made by different 
persons on the strength of Portland cement, but not many 
have been made with the various hydraulic limes. One 
reason, doubtless, is the great differenee which exists 
between different limes, and the consequent impossibility 
of formulating a series of standard tests which shall be 
applicable in all instances. Hydraulic limes are therefore 
usually selected empirically, and not from knowledge based 
on any scientific tests. They take, as a rule, much longer 
time to harden, and attain less ultimate strength, tlmn 
Portland cement; the testing of them is therefore more 
tedious, and, adds Mr. Grant, years would be required to 
get sufficient tests to fonn an accurate opinion of their 
merits. 

Tensile Strength. — ^In an appendix to a paper read by 
Mr. Grant before the In&titution of Civil Ilngineers^ in 1880, 
he gave the results of experiments made to ascertain the 
tensile and compressive strengths of various limes and 
cements, mixed with different proportions of sand. The 
tests for tensile strength were made on briquettes having 
an area at the neck of square inches ( 1 J in. by 1 J in.) ; 
the sand used in gauging the briquettes weighed 96 lbs. 
per bushel. Five briquettes were kept in air and five in 
water, and all were tested twelve months after gauging. 
Table L, showing the tensile strength in lbs. per square 
inch, has been prepared from that of Mr. Grant.* 

One point will be at once noticed on examining the table, 
and that is the greatly increased strength attained by the 
Imie briquettes when kept in water. In the case of No. 1 
(Grey lime), the briquettes kept in water were 36 per cent, 
stronger than those kept in air ; while in the case of No. 5 

♦ Proceedings of the Institution qf Oml Engineers^ vol. Ixii. 
C1879-80), part iv. 
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Of mortars containing 3, d, 5, ami G parl-s of sand , 
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(Lias lime) the increase of strength was no less than 105 
per cent. The difference is not so marked with Portland 
cement ; indeed, if we consider only the four mortars con- 
taining 3, 4, 5 and 6 parts of sand, the Portland cement. 
No. 10, was only 5*6 per cent, stronger when kept in water, 
while No. 11 was actually 2*1 per cent, weaker than when 
kept in air. If, however, we consider the whole of the Port- 
land cement tests, we find that No. 10 gained on the average 
7*6 per cent, and No. 11, 8*9 per cent, by being kept in 
water. 

This fact of the increase of strength due to the mortar 
being kept wet, should be borne in mind, as it is often 
turned to practical account in the laying of concrete floors 
and in other work. At the same time, however, it must be 
remembered that increase of strength occurs only in those 
cases where the mortar or concrete is covered with water 
after it has been deposited and has begun to set. Concrete 
actually deposited in water is invariably weaker than similar 
concrete deposited in the air ; this is due to the washing 
away by the water of the finest particles of the lime or 
cement, and to the formation of a milky substance — ^which 
the French call “ — which has no setting properties. 

The proportions of the lime or cement and the sand, in 
this series of experiments, were measured by volume and 
not by weight. This is the mode of measurement invari- 
ably adopted in making mortar and concrete, but it is one 
seldom used in testing Portland cement. The results given 
in the table are really misleading as to the relative values 
of the limes and cements, if the difference between their 
weights be not borne in mind ; for, as limes and cements 
are sold by weight, their relative value can only be ascer- 
tained by taking the weight into consideration. For in- 
stance, compare the 1 to 3 mortars made with Rugby Lias 
cement (No. 9) and Portland cement (No. 11); the former, 
kept in water, had a strength of 142 lbs. per sq. in. ; the 
latter, 195 lbs. ; but the weight of cement in the former 
mortar was only as 74 is to 120 in comparison with that in 
the latter. To put it another way — a bushel of the Rugby 
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Lias cement, weighing 74 lbs., is mixed with 3 bushels of 
sand, weighing 288 lbs. ; the weight of cement to sand is 
therefore approximately as 1 is to 4 : in order to obtain 
this ratio in the case of the Portland cement in question, 
only about three-fifths of a bushel of cement would have to 
be mixed with the 3 bushels of sand, and this gives a 
mortar having the cement and sand in the proportion of 
1 to 5. Curiously enough, the strengths of the Rugby 
Lias cement mortar, 1 to 3, and of the Portland cement 
mortar, 1 to 5, are almost identical, being 142 and 143 lbs. 
respectively. A true comparison of the relative strengths 
per unit of cost can, in this way, be instituted. The Rugby 
Lias cement in the remaining tests given in the table, does 
not compare as favourably with Portland as in the one just 
considered, and the enfeebling effect of additions of sand is 
not by any means as great with the latter as with the 
former cement. 

CoMPKBSSiVB Steength. — ^Table XXI., p. 183, shows the 
compressive strength of concrete made with the limes and 
cements mentioned in Table L, and exhibits the immense 
superiority of Portland cement under a crushing strain. 

Adhesive Steenqth. — The following table has been com- 
piled from the circular issued by the Selenitic Cement 
Company. It shows the force per square inch of mortar- 
joint required to tear apart bricks after they had been 
united for twenty-eight days by mortars of vanous kinds : — 


Table II.— Adhesive Stbeugth oe Limes and Cements, 

IN LBS. FEB SQ. INCH. 


Hind of Lime or Cement. 

Proportions of Lime or Cement, 
and Sand. 




ItoS. 

lto6. 

White Chalk Lime 

11}S. 

lOi^ 

9 

27 

lbs. 

lbs. 

lbs. 

39 3, Selenitic... 

Banow Lias Lime 

9f 

6f 

21 

23 

12i 

— 1 

33 3, Selenitic... 

Portland Cement 

20 

16i 

20 

16i 
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Halkin Mountain lime made into mortar with one part of 
sand and one of ashes, has been found to have an adhesive 
strength of 28-7 to 34 lbs. per sq. in. at 168 days, tested 
with bricks as above. 

Comparison op Grey Lime and Portland Cement. — 
Careful experiments have been made by Mr. Charles 
Colson* to ascertain the relative values of mortars con- 
taining grey lime, Portland cement, and mixed lime and 
cement, the briquettes being kept in air. The results are 
summarised in Table III, and a column is added showing 
the relative cost per unit of strength. 


Table III.— Tensile Strength op Grey Limb and Portland 
Cement Mortars, &a, at the age op Six Months. 


No. 


e jS 

p.S 0* 

if) II 

Ratios of 
strongtli. 

*1 

Pi'S 0 

■s 

1 

-53 

Portland 

Cement. 

Grey 

Lime. 

Loam. 

Sand. 

1 

iSgf 

III 

P4 

1 

— 

1 

__ 


’l-38 

17 

27-13 ) 


s. 


2 



1 




1-33 

27 


1 

11-83 

100 

3 

— 

1 

— 


1-33 

27 

36-44 ) 




4 

1 




1*2.5 

15 


2-81 

11-56 

35 

0 

1 






1-66 

MM 

68*8 

1-86 

9-93 

45 

6 

1 

— 

— 

m 

2 

35 


1-36 

8-88 

55 

7 

1 

•5 


6 

1-5 

70 

73-47 

2 

12-2 

52 

8 

1 

•fif) 



8 

2 

74 

58-94 

1-6 

10-72 

57 

9 

1 

•83 

— 

la 

2-5 

85 

42-34 

1-14 

9-75 

72 

10 

1 

__ 

i' ^ 

•0 

6 

1 

21 

60-8 

1-64 

11-44 

59 

11 

1 



•66 

8 

1-33 

25 

38-43 

1-04 

9-82 

80 

12 

1 

— 

•83 

H 

2 

19 

28-66 

0-77 

8-76 

96 


In the foregoing tests, three samples of grey lime were 
used, and were found to vary greatly in strength. The 
fractured briquettes of the lime-mortar “showed that in- 
duration . . . had penetrated only to the extent of from 
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24 


CONCRETE. 


one-eighth to three - sixteenths of an inch, hut in the 
majority of instances to only one-eighth of an inch. The 
remainder of the area, although dry and moderately hard, 
had become so mainly from the evaporation of the moisture 
originally contained in the mass, and in no sense from the 
absorption of carbonic acid. It was possible, moreover, to 
ciTish it in the hand without any great exertion of force.” 

The loam used in the tests was “yellow, fresh-dug, and 
rather damp.” The quantity of water includes that required 
for slaking the lime. 

The Portland cement mortars (Nos. 4, 5, and 6) were so 
raw and harsh “ that it would be practically impossible to 
use them in a satisfactory manner.” In order to render 
them “more plastic and tenacious,” lime or loam was added 
in the remaining tests, to the extent of one-twelfth of the 
volume of the sand, this being the least quantity that would 
render the mortars convenient for working. Both these in- 
gredients act injuriously on the mortars, and materially 
enhance the cost per unit of strength. Loam, however, is 
much the worse of the two. If we compare tests 5 and 11, 
we find that the addition of the small quantity of loam 
lessens the value of the mortar more than 50 per cent. 
The real economy, therefore, of using dean sand — artificially 
washed if necessary — ^is evident 

Storing. — ^All limes and cements have a tendency to 
absorb moisture, and if they are left too long in a damp 
atmosphere, they will be entirely spoilt As we have 
already seen in the case of rich limes, moisture causes the 
hydration of the lime, converting the quicklime (calcium 
oxide) into calcium hydrate, the latter having two or three 
times the bulk of the former. The same action takes place 
in hydraulic limes, but not to so great an extent For this 
reason, however, manufacturers frequently warn their cus- 
tomers that, if ground lime is not used at once, it should be 
emptied out of the bags, as otherwise the expansion of the 
lime will probably burst them. The lime can be stored 
either in casks or on a dry floor in a warehouse, and may 
then be kept for some weeks, or even months, without 
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detriment. This air-slaking causes the lime to set more 
slowly than when fresh, and this is frequently an advan- 
tage. For works in running water, where rapidity of set is 
necessary, ground lime is often used fresL 

Uses. — ^Hydraulic lime cannot, of course, be used for as 
many purposes as Portland cement. No one would think 
of using it now for the surface of paving, for floors, sewers, 
moulded work, or artificial stone ; but it is largely used for 
concrete in ordinary foundations and ground layers, and for 
mortar ; it has also been employed successfully for concrete 
in the walls of buildings, but, in England at any rate, it is 
now superseded for that purpose by Portland cement 
Mixtures of lime and Portland cement have also been 
used for the matrix of concrete, the result being of course, 
a stronger concrete than if the matrix had been entirely of 
lime. But mixtures of this kind are of doubtful advantage, 
and whenever they are used great care must be exercised 
that the lime is thoroughly slaked before the cement is 
added to it, as otherwise the concrete may “blow.” 


4. Selenitic Limes or Cements. 

History. — Selenitic lime or cement was first made and 
patented by General Scott about 1870, and a company was 
soon formed to carry on the manufacture of it. The patent 
expired some years ago, and selenitic lime is now made at 
many lime and cement works in various parts of the 
country, but especially from the Lias lime in Warwickshire 
and Leicestershire. 

Composition. — The invention consisted in the addition of 
a certain quantity of sulphate of lime to the natural lime. 
Sulphate of lime (CaSO J occurs naturally in various forms, as 
selenite^ gypmm, and alabaster. It is from the first of these 
that selenitic lime received its name. Plaster of Paris is 
calcined from the second, namely, gypsum, and Robinson^s 
cement (to be mentioned hereafter) is calcined alabaster. 
Keene’s, Martin’s, and Parian cements also consist chiefly of 
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sulphate of lime. But the point, in which selenitic lime 
differs from all these, is that the sulphate is present only in 
a small quantity, and does not form the bulk of the lime or 
cement. In fact, about 5 per cent, of plaster of Paris added 
to lime, converts it into a selenitic lime. The better the 
natural lime is, the better, it is said, will be the selenitic 
lime manufactured from it ; that made from grey lime will 
be inferior to that made from Blue Lias lime. This state- 
ment is not confirmed by Mr. Grant’s experiments already 
quoted (Table I., p. 20). 

Tensile Strength. — ^There can be no doubt that the 
process increases both the cohesive and adhesive strength 
of limes to a great extent, but Mr. Grant’s tests do not 
show as great an increase of strength as do those published 
by the Selenitic Company. Perhaps this is not to be 
wondered at. The experiments go to prove that, at the 
end of twelve months, a mortar composed of one part of 
selenitic lime and five parts of sand is equal in tensile 
strength to a mortar composed of the same lime (but 
without plaster of Paris) and three parts of sand. Sele- 
nitic treatment improved the grey lime 100 per cent, 
when kept in air and 109 per cent, when kept in water, but 
improved the Lias lime (No. 2) only 57 per cent, in air and 66 
per cent, in water j however, the strength of the latter lime, 
when made into mortar with six parts of sand, was about 25 
per cent, more than a similar mortar made from the former. 

Adhesive Strength. — We have already said that sele- 
nitic treatment improves the adhesive strength of limes; 
Table 11. shows this conclusively. The great sand-carrying 
capacity of selenitic lime is one of the chief advantages 
claimed for it, and, according to the table, it is in this 
respect superior to some kinds of Portland cement. 

Compressive Strength. — The series of experiments, made 
by Mr. Grant and given in Table XXI. (p. 183), shows that 
concrete made of selenitic grey lime, gravel, and sand, is 71 
per cent, stronger than a similar mixture of ordinary grey 
lime, gravel, and sand, and that the selenitic treatment in- 
creases the strength of Lias lime concrete about 38 per cent. 
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These figures are the average of thirty tests of 6-in. cubes 
in each case. But the strongest selenitic lime tested by 
Hr. Grant, namely, selenitic Bugby Lias, gave results far 
below those given by Portland cement, tested in the same 
manner. The resistance to crushing of 6-in. cubes of con- 
crete, made from one part of selenitic Bugby Lias and six 
parts of gravel and sand, was 9*28 tons, while similar cubes 
of Portland cement concrete crushed at 25*19 tons. 

Storing. — Like all other limes and cements it should be 
kept perfectly dry, if not used fresh. 

Uses. — Selenitic lime is used in mortar and concrete, but 
opinions differ as to the value of the treatment. Certainly 
engineers do not use it in important works, but prefer Port- 
land cement. A series of experiments, made by Hr. E. C. 
Clarke in connection with the Boston (U.S.A.) Hain Drain- 
age Works (1878-84), convinced him that selenitic treat- 
ment ‘^had not improved the cement sufiBciently to 
compensate for the increased cost.” The late Hr. G. E. 
Street, B.A., used selenitic lime in the concrete founda- 
tions, (kc., of the Law Courts, after its value had been 
demonstrated by a series of experiments carried out by one 
of his clerks-of-works ; and it was used in several other im- 
portant buildings at the same time. It is more frequently 
adopted for plastering than for concrete, and has been used 
for that purpose in many large works, including the Law 
Courts and the Hanchester Town Hall. 
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MATEICES— 

IL NatitbaIi CEME^'TS 1. Boman, Uedina, and kindred cements 
(Table IT.)— 2. Plaster of Paris (Table T.), Eobinson’s cement 
(Table TL). 

II-NATURAL CEMENTS. 

1. Eoman, Medina, and Kindeed Cements. 

History. — The discovery of natural cement in England 
is due to Parker, who in 1796 took out a patent for its 
manufacture. Up to that time, English architects and 
engineers had relied chiefly on puozzolana from Italy for 
rendering lime hydraulic, and it was probably for this 
reason that the name “ Boman Cement ” was given to the 
new discovery. 

Baw Materiai& — ^The cement was originally obtained 
by the calcination of nodules, or septaria, found in the 
London clay, and afterwards of those dredged from the 
Soleni These contain more clay than the raw stone 
either of hydraulic lime or Portland cement The latter 
contains about 25 per cent of clay, &c., while Boman 
cement contains from 25 to 35, or even 40 per cent 

Beades the cement more particularly known as “Boman,” 
there are others which are very similar, but which have 
received different names; such as “Medina Cement,” made 
in the Isle of Wight; “Atkinson’s Cement,” made at 
Whitby in Yorkshire ; and “ Harwich Cement ” and 
“Sheppey Cement,” named from the places of their manu- 
facture. “Calderwood Cement,” made near Glasgow, is of 
similar character. 

Some of the Carboniferous limestones of Derbyshire, &e., 
and of the Lias limestones of Warwickshire, vield on cal- 
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cination cements approximating to tlie Eoman cement. At 
Boulogne, in France, a natural cement is found, which, 
from its similarity, both in composition and action, to 
Portland cement, has been called “Natural Portland.” 
America, however, is the great home of natural cements, 
and there such cements have received most attention. 

In England the Eoman and kindred cements have been 
largely superseded by Portland cement, because of the 
superior strength of the latter and its greater capacity for 
sand. There are, however, situations in which the natural 
cenients can be used with advantage on account of their 
quickness of set, but there are Portland cements manufac- 
tured now which set almost as quickly as the natural cements. 

Into the details of manufacture and composition we do 
not propose to enter. It will suffice to say that the com- 
position of natural cements, even from the same place, 
varies considerably, and this, of course, is a disadvantage. 
They are burnt at a comparatively low temperature, other- 
wise they would fuse into glassy, useless lumps on account 
of the iron, &c., which they contain. After calcination, 
they contain a certain amount of uncombined lime, that is 
to say, calcium oxide, and also a small quantity of tri- 
calcium silicate, which is, according to Le Chatelier, the 
most important ingredient of Portland cement : the hulk of 
the cement, however, consists probably of calcium alumi- 
nates, and it is this which differentiates them from Port- 
land cement. The cement-stone, after calcination, will not 
slake on the addition of water, and is therefore ground 
between mill-stones; the powder is then packed into 
barrels or sacks, ready for use, and should be kept tho- 
roughly dry, as it is very liable to deterioration from mois- 
ture. The finer the cement is ground the better will it be. 

Weight. — ^The weight of a “striked” bushel of Eoman or 
Medina cement is about 75 lbs. to 80 lbs., being therefore 
about 30 lbs. less than the same quantity of Portland 
cement. 

Strength. — The strength of the different natural cements 
varies greatly, but the very best do not attain the strength 
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of good Portland cement. When tested neat, the superi- 
ority of the latter is not so marked, but the more sand is 
added, the greater does the disparity between the strength 
of the two kinds of cement become. So small indeed is 
the adhesive strength of Roman cement, that it is seldom 
mixed with more than its own bulk of sand. 

Tensile Strength. — Table I. (page 20), gives the 
tensile strength of a Rugby Lias cement and of two 
Portland cements, and shews the superiority of the latter, 
and especially their superior sand-capacity. The Rugby 
Lias cement mortar (1 to 6) is 70 per cent, weaker than 
the 1 to 3 mortar, while with Portland cement the 
difference is only 43 per cent. ; or, to put it another way, 
Portland cement is about twice as strong as the other 
when both are mixed with three parts of sand, but with 
six parts of sand it is nearly four times as strong. Ac- 
cording to this table, the strength of briquettes kept in 
water is, at twelve months, considerably in excess of those 
kept in air. Table IV. shows the strength of other natui’al 
cement briquettes, at 28 days, to be less when kept in 
water than in air. 


Table IV.*~Stebngth of Roman and Portland Cement 
Mortars (I Cement to 3 Sand) in lbs. per sq. inch. 


Cement. 

Measured 

by 

Kept 

in 

Tensile 

Strength. 

Compressive 

Strength. 

Ratio between 
Tensile and Com- 
pressivestrength 



7 days. 

2S days. 

7 days. 

28 days. 

7 days. 

28 days. 

Roman . 

Weight 


40-5 

121-0 

300 

882 

1-7-4 

1-7-3 



Air 

111-6 

200 

530 

1149 

1-4-8 

1-6-7 

Portland 


Water 

211 

273 

1736 

2690 

1-8-3 

1-9-8 


i> 

Air 

237 

304 

1860 

2800 

1-7-9 

1-9-3 

Roman . 

Volume 

Water 

18-5 

54-1 

123 

322 

1-6-7 

1-5-9 

Portland 

jj 

Air 

68-2 

94 

178 

488 

1-3 

1-5-2 


Water 

203 

265 

1535 


1-7-6 

1-9-4 


>} 

Air 

228 

278 

1715 

■ 

1-7-5 

1-9-6 


* The figures in this table are taken from the Ptoc. Inst. C. E., 
vol. dii. (1890-1) part 1, but two or three evident misprints have 
been corrected. 
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Professor Dr. Boehme obtained the results as shown in 
Table IV. with Eoman and Portland cements mixed with 
sand in the proportion of 1 to 3, some of the briquettes 
being kept in air and some in water. 

One important point which these tests exhibit is the 
great difference in the strength of mixtures of Eoman 
cement and sand, measured by weight and by volume. 
The difference with Portland cement is not so striking, 
because, bulk for bulk, the weight of Portland cement is 
not much different from that of sand ; in this case, the pro- 
portion of 1 to 3 by weight was equal to 1 to 2-864 by 
volume. But with Eoman cement the briquettes, propor- 
tioned by weight, are, on the average, exactly 60 per cent, 
weaker than those proportioned by volume. This difference 
is due to the heaviness of the sand in comparison with that 
of the cement ; the briquettes measured by volume contain, 
therefore, considerably more sand in proportion than those 
measured by weight. 

When we consider that in making briquettes, the 
ingredients are usually proportioned by weight, and in 
making concrete or mortar by volume, we see how easily an 
error may be made in calculating the probable strength of 
a structure. If tests of briquettes made by weight give a 
certain strength per square inch, and this strength be 
made the basis of calculation for the strength of concrete 
made by volume, the result may be disastrous, for the 
concrete may have less than half the strength which the 
calculations show it ought to possess. 

A little arithmetic suffices to reduce the proportion by 
weight to the proportion by volume, provided that the 
weights of the cement and sand are known. If cement 
weighing 75 lbs. per bushel be mixed with sand weighing 
100 lbs. per bushel in the proportion of 1 to 3 by weight, 
we should have 75 lbs. (= 1 bushel) of cement, and 225 
lbs. (= 2*25 bushels), of sand, or a proportion of 1 to 2^ 
by volume, which would be 20 per cent, stronger than 1 to 
3 by volume. 

The great strength of Portland cement in comparison 
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with the Roman is also plainly shown. If we take the 
briquettes proportioned by volume and set in air, these 
being the conditions usually obtaining in buildings, we find 
the tensile strength of Portland cement and Roman cement 
to be as 4 to 1 at seven days and 3 to 1 at twenty-eight 
days, and the compressive strength as nearly 10 to 1 at 
seven days and over 5 to 1 at twenty-eight days. These 
ratios show that the Portland cement, although it sets 
more slowly than the other, attains a greater proportion of 
its ultimate strength at seven days than does the Roman. 

Other experiments by Mr. Grant extended over a period 
of seven years, and included tests of Portland, Roman and 
Medina cements. The results showed that, roughly speak- 
ing, the first two attained their full strength at the age of 
2 years, and the last at the age of one year. After these 
periods the Portland cement remained stationary, the 
Roman cement increased a little (about 9 per cent.), while 
the Medina cement unaccoxmtably lost nearly one-half its 
strength before the end of the second year, but in the sue* 
ceeding five years gradually regained nearly one-half this 
loss, Portland cement mortar (1 to 1) was found to be 
considerably stronger than neat Roman or Medina cement. 
Neat Portland cement was stronger at 7 days than either 
of the other cements at any period. 

Some interesting experiments with Portland cements and 
natural American cements were made by Prof. E. J. De 
Smedt (of Washington, U.S.A.), showing their gradual 
increase of strength from one day to twelve months; at 
ten days the Portland cements were about one-half the 
strength they attained at twelve months, and the natural 
cements about one-third. 

Adhesive Stebngth. — The adhesive strength of natural 
cement is only about one-half that of good Portland ce- 
ment, both tested neat ; and the advantage of Portland 
cement increases with increasing quantities of sand. 

Compressive Strength. — ^Table IV. shows that the com- 
pressive strength of Roman cement mortar (1 to 3, pro- 
portioned by weight) at 28 days is only one-third that 
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of a similar Portland cement mortar, and that, T^hen the 
ingredients are proportioned by volume, its strength is 
less than one-sixth that of the latter. IMr. Grant found 
that cubes of Portland cement concrete (1 cement to 
6 gravel and sand) were, at the age of 12 months, five 
or six times as strong to resist compression as similar 
cubes of Bugby Lias cement concrete \ when the con- 
crete was composed of 1 cement to 10 gravel and sand, 
the Portland cement concrete was found to be nine 
times as strong as the other (see Table XXL, page 183). 
The ingredients in Mr. Grant’s tests were proportioned by 
volume, and, as we have already shewn, this is not quite 
fair to the Lias cement; after making, however, full 
allowance for this, the balance remains largely in favour of 
the Portland cement. 

Transverse Strength. — k. test of the transverse strength 
of a Boman cement is given in Table XI. (p. 72). 

Uses. — The advantages of Portland cement are so 
great that it has almost ousted Boman from the 
market. One reason why the natural cements continue in 
use is that they set in a few minutes, and can, therefore, 
be used in running water, where a slow-setting cement 
would probably be washed away before it had had time to set. 
Engineers sometimes make use of Boman cement^ either 
alone or in combination with Portland, for exposed works 
in the sea, where rapidity of set is required. Such cements 
are also useful for bedding floor-tiles upon, and for other 
purposes where rapid setting is a necessity. This rapidity 
of setting, however, renders the cement difficult to use, and, 
in the hands of careless workmen, causes bad results. 
Only a little should be mixed at a time, and that must be 
used immediately, and must not be disturbed, either by 
ramming or in any other way, after it has been deposited 
in its place. 

2. Plaster of Paris, &o. 

Composition, <feo. — ^Plaster of Paris is ground from the 
clinker obtained by burning gypsum at a temperature of 

D 
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250 to 270 degrees Fahrenheit, until nearly the whole of 
the moisture in it has been expelled. Gypsum is a hydrated 
sulphate of lime (CaSO^ + 2 H 2 O) ; plaster of Paris contains 
only one-fourth the quantity of water, and is expressed thus, 
2 Ca SO^ + H 3 0. On the addition of water to the plaster 
the particles are reconverted into gypsum, which dissolves 
in the water. When the latter becomes super-saturated, 
crystallization takes place, the gypsum being deposited in 
groups of fibre-like crystals. This setting process is very 
rapid, the plaster being “ set hard ” in a few minutes. 

Plaster of Paris weighs about 64 lbs. per “striked*' bushel, 
or one-third less than finely-ground Portland cement, and 
its strength likewise bears about the same ratio to that of 
the latter. 

Strength. — ^The average tensile strength of neat plaster 
of Paris briquettes, kept in air, was ascertained by Mr. 
Lockwood to be 355 lbs. per square inch, and of neat 
Portland cement briquettes 649 lbs! per square inch, all 
being made at the same time, and tested at the end of 
fourteen days. Some briquettes of plaster of Paris were 
immersed in water, but would not set there. 

Uses. — Plaster of Paris has been used in concrete, notably 
by Messrs. Dennett & Ingle, for fire-resisting floors and 
ceilings. It cannot be used for concrete in foundations 
or in water, or for concrete walls and stucco exposed to 
the atmosphere, as it is soluble in water. For floors and 
internal plastering, however, it can safely be used. 

Resistance to Fire. — It is often said that plaster of 
Paris resists the influence of fire more than any other 
cement, but we are of opinion that its fire-resisting proper- 
ties have been much over-valued, and are inclined to think 
that it has no advantage in this respect over good Portland 
cement. A series of experiments has been carried out 
under the direction of Mr. J. J. Webster, M.LC.E., which 
do not place it in a very favourable light. The results will 
be found in the Proceedings of the Institution of Civil 
Engineers, voL cv. ( 1890-1, part iii. ). Briquettes, 
having a breaking area of square inches, were made of 
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various inistures of plaster of Paris, with slag, fire-brick, 
and pumice-stone, and of Portland cement with the same 
and other aggregates. Ten briquettes of each kind were 
made, kept in air, and tested for tensile strength at the 
end of four or five weeks. Five of these were broken at 
the usual temperature of about 60 degrees Fahr. The 
other five “ were oarefuUy heated on the top of a specially 
built-up fire of coal and coke until they were of a light-red 
heat, the average time of exposure to the heat being about 
five minutes ; they were then removed, and whilst hot were 
quenched with water. A large number of the briquettes 
lost all cohesive power after being quenched, and it was 
with difficulty that they were removed intact; as they could 
not in this state withstand any tensile strain, they were 
allowed to dry ” for three days. They were then broken. 
A summaiy of the results is given in Table V., copied (with 
certain alterations) from Mr. Webster’s paper. 

This table needs some comment. In the first place, there 
are evidently several clerical or printers’ errors in the table 
as printed in the Proceedings, for the average strengths of the 
briquettes given in the fifth and sixth columns do not tally 
in four cases with those calculated by the author from the 
individual tests, which are separately given by Mr. Webster. 
The only two, however, in which considerable variation 
occurs, are tests 8 and 11, column 6, where Mr. Webster 
has 39*06 and 6*9 instead of 30*06 and 4*7. But in the 
last column errors appear to have been made in calculation, 
and some of these were so great as to give quite a wrong 
idea of the relative value of the different mixtures; the 
author has therefore re-calculated the loss per cent, in all 
cases. The following are the figures given by Mr. Webster: 
60*8, 80*0, 81*4, 79*8, 69*3, 50*9, 59*5, 57*1, 75*0, 94*7, 
96*8, 90*0. 

It ought also to be mentioned that out of the five briquettes 
of the several kinds, w!Wch were heated and quenched, one 
in No. 2 and one in No. 3 were “ damaged before testing,” 
three in No. 4 were “damaged before testing owing to their 
soft condition,” one in No. 6 was “ broken in adjusting in 
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the machine,” two in Ko. 9 were “ too soft to be tested,” 
and one in No. 10 and one in No. 11 were “ damaged be- 
fore testing.” Of the briquettes tested in the ordinary way, 
two in No. 5, one in No. 6, one in No. 8, and one in No. 11 
■were “ broken in adjusting in the machine,” and another in 
No. 11 was “damaged before testing.” 

Mr. Webster has based his calculations on the strength 
of the briquettes which were actually tested in the machine, 
and has ignored the absolute lack of strength in those 
briquettes which were too soft to be tested, and the 
apparent weakness of those which were damaged before 
testing. We are not told whether the damages to these 
last resulted from being heated and quenched, or from 
accident at the hands of the operator, but it certainly 
seems only fair that those briquettes which were too soft 
to be tested ought to be reckoned. If we do this, we find 
that the briquettes of Portland cement and sand (1 to 5) 
have an average strength after heating and quenching of 
only 6 lbs., and the loss of strength wUl, therefore, appear 
as 91*9 per cent., and this is certainly more in accordance 
with what we should expect for briquettes containing such 
a large proportion of sand. If we apply the same method 
to the briquettes of plaster of Paris and firebrick (1 to 4), 
of which two were too soft to be tested, we get an average 
strength in col umn 6 of 6 '2 lbs., and a loss, after heating 
and quenching, of 90*4 per cent. 

More valuable results would have been obtained if the 
plaster of Paris had been tested neat, and also with coke- 
breeze and with sand, in exactly the same manner as the 
Portland cement was tested, but the tests are sufficient to 
show that concrete of Portland cement is not only originally 
stronger than that of plaster of Paris, but that it also with- 
stands the deteriorating influence of fire and water better. 
The only tests which are strictly comparable are Nos. 6 and 
7 on the one side, and Nos. 9 and 10 on the other. These 
show that briquettes of Portland cement and firebrick (1 to 
4) are originally 26 per cent, stronger than similar ones of 
plaster of Paris and firebrick, while after heating and quench- 
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ing they are no less than 1 96 per cent, stronger, or, reckoning 
the two soft briquettes, 392 per cent, stronger. Tested 
with four parts of pumice-stone, Portland cement is origin- 
ally 64 per cent, stronger, and after heating and quenching, 
it is actually 1,026 per cent, stronger than plaster of Paris. 
The average loss of strength caused by heating and quench- 
ing the Portland cement briquettes in the series Nos. 6 and 
7, is 61*6 per cent., while the plaster briquettes in Nos. 9 
and 10 lost 89*2 or (more correctly, we think) 92*2 per 
cent. The test, of course, was very severe, and concrete 
can hardly ever, in actual construction, be heated to such a 
degree and quenched so quickly, but it leads us to believe 
that Portland cement resists fire better than does plaster of 
Paris. 

Mr. Hamor Lockwood made several blocks of concrete, 
some with gypsum and broken retorts (1 to 3), and others 
with Portland cement and burnt shale (1 to 4). At the age 
of six weeks they were all “ subjected to intense heat for 
1 hour and 45 minutes, after which they were plunged into 
water for 8 minutes, and when taken out those made with 
gypsum were completely disintegrated ; whilst it took con- 
siderable force, applied with a sledge-hammer, to break 
those formed with Portland cement.” These tests would 
have been more valuable if the nature and proportion of 
the aggregate had been the same in each case, but they 
certainly point to the truth of our contention, that the fire- 
resisting properties of plaster of Paris and allied cements 
have been greatly over-estimated. 

Experiments were made about sixteen years ago by 
Mr. Thaddeus Hyatt,* “as to tht non-condmting power of 
various substances, such as plaster of Paris of different 
densities, and concretes more or less porous, also air spaces j 
the result of all being that the best material to protect the 
metal against heat was found to be that which was strongest 
in compression, viz., Portland cement concrete of best quality, 

* See “Experiments with Portland Cement Concrete combined 
with Iron,” p. 21. 
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no advantage for any purpose being found from of any 
kind, not even asbestos 

This concurrent testimony in favour of the superior fire- 
resisting properties of Portland cement is a strange com- 
mentary on the oft-repeated praise of plaster of Paris, and 
leads us to think that a mere unsupported statement of 
opinion respecting the latter, has gradually come to be 
accepted as fact and has been quoted as fact so long that 
everybody has begun to believe it. 

RoBiifSOif^s CEiTEXT. — ^Robinson’s cement is, like plaster 
of Paris, a sulphate of lime. It is calcined from alabaster 
quarried at Knothill, near Carlisle, and is used not only for 
plastering, but also for concrete. The same statements are 
made about its fire-resisting qualities as are made about 
plaster of Paris ; but no results of comparative tests made 
between it and other cements, are given by the manufac- 
turers in proof of these statements, and until we receive 
such results, we must conclude that the cement is no better 
in this respect than plaster of Paris. 

The strength of a sample of the cement was tested by 
Mr, Henry Faija in 1885, and excellent results were 
obtained, as shown by the following table : — 


Table VI.— -Texsilb Stsexgth of Eobixsox's Cembxt, 

IX LBS. PEB SQ. IX. 


j Ingredients. 

Proportions. 

At 

8 days. 

At 

7 days. 

At 

28 days. 


■■■ 

lbs. 

lbs. 

lbs. 



497 

549 

784 



— 

459 

525 


IB 

— 

297 

331 


The figures are each the average of five tests, and show 
the cement to be equal in tensile strength to the best 
Portland cement. 

The resistance to crushing of neat Robinson’s cement was 
found by Mr. Faija. to per cubic inch” at 
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the age of five creeks, the average of five tests being ta.ken. 
The compressive strength is about IS per cent, less than 
that of Portland cement tested in a similar manner by the 
same engineer but not at the same time. 

It is said that the cement is slow-setting anci easy to 
work ; that it may be used for an hour and a half after 
being gauged without detriment to its ultimate strength, 
and that in setting it ** neither expands nor shrinks.'*^ As 
we all know, plaster of Paris expands somewhat in setting. 



CHAPTEE IV. 

MATEICES — (continnei). 

III. ABTiFictAL Ceuekts 1. PaiiaQ cement, Eeene’s cement, 
Martin’s cement— 2. Slag cement (Table YII,). 

IIL-ASTIFICIAl CEMENTS. 

1. Pasian Cemekt, io. 

Pahtaw CiEUET, Keene’s Cenent, and Mabtin’s CIeueni 
are artificial cements, ^rhicli consist of plaster of Paris re- 
calcined in combination tritb alnm, borax, and pearl-ash 
respectively. They possess considerable tensile strength 
when tised neat, but have only a small capacity for sand. 
They are, like plaster of Paris, unsuitable for use in water 
or damp exposed situations, on account of their solubility. 
It would be possible to use them in concrete floors and 
ceilings, but on account of the additional cost of manu- 
facture, they would have really no advantage for these 
purposes over plaster of Paris. These cements ar^ how 
ever, largely used for internal plastering, especially where 
the walls are to be painted •, they set rapidly, attain a hard 
surface, and will take a considerable polish. 

2. Slag Cement. 

A somewhat curious instance of the utilisation of waste- 
products is found in the manufacture of cement from iron 
furnace slag. For a number of years experiments were made 
to this end, but without much success, the chief 
difficulty being that of pulverising the slag to a sufficient 
degree of fineness. The hardness of the slag played havoc 
with the grinding-machines. 
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CoMPOsiTiOK. — ^AU slags are not adapted for conversion 
into cement, as some contain substances ■which would prove 
injurious in cement, or do not contain the necessary 
ingredients in proper proportions. A suitable slag may 
contain about 36 per cent, of lime, 30 per cent, of silica, 
and 23 per cent, of alumina. If to this slag 30 per cent, 
of slaked fat lime were added, we should have a mixture 
containing 46*5 per cent, of lime, 25 per cent, of silica, 19 
per cent, of alumina, and 9*5 per cent, of iron and other 
substances. This is actually the approximate composition 
of one slag cement, and differs from the composition of 
Portland cement in one or two particulars, notably in 
having from 11 to 14 per cent, less lime and about double 
the quantity of alumina. In some slag cements the pro- 
portion of lime is about 50 per cent, of the whole. Some- 
times the slag contains an excessive amount of sulphur, and 
the cement made from it is of dangerous quality. 

Makupactuee. — Until recently, experimenters re-cal- 
cined the slag with the lime which had been added to it, 
but Messrs. Bosse & Walters a few years ago introduced a 
new process which seems to promise success. It was fully 
described by Mr. Gilbert E. Eedgrave, A.M.I.C.E., in a 
paper which will be found in the Proceedings of the 
Institution of Civil Engineers^ vol. cv. (1890-1, part iii.), 
and to this paper the author acknowdedges his indebtedness 
for most of the information given in this chapter. 

“ The slag, on issuing from the furnace,” says Mr. Eedgrave, 
*'‘is passed though a stream of water, by which means it is 
mechanically reduced to a spongy and readily-crushed mate- 
rial.” The slag sand obtained from this is dried and ground 
to a fine powder between ordinary millstones. To this powder 
is added the requisite quantity (about 25 or 30 per cent.) 
of pure lime, which has previously been thoroughly slaked, 
screened, and dried. The mixture is then introduced into 
a machine called a “ homogenizer,” where it is more 
intimately mixed and more finely ground in a revolving 
drum partly filled with small iron or steel balls. In about 
an hour the cement is ■withdrawn, and ought to be ready for 
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use at once, for as the lime which is not in combina- 
tion ought all to have been thoroughly slaked and screened, 
air-slaking should not be necessary. The colour of the 
cement varies according to that of the slag from which it is 
made, but it is usually lighter than Portland cement, on 
account of the slaked lime which it contains. 

Slag cement is usually slow-setting, requiring from two 
to five hours before it resists a moderate pressure of the 
thumb-nail. “ When made up neat, it is more plastic and 
unctuous than Portland cement, and yields a richer and 
fatter mortar.” 

Tests. — The same kinds of tests ought to be applied to 
slag cement as to Portland, namely, fineness, tensile strength, 
specific gravity, and perhaps weight. The soundness test 
also may be applied, for it is possible for a slag cement to 
“blow.” 

Weight. — The weight may be as little as 85 lbs. per 
striked bushel, and seldom exceeds 95 lbs., or over 15 per 
cent, less than ordinary Portland cement. Probably the 
small weight of slag cement is due chiefly to its extreme 
fineness, as there are instances of Portland cement as 
ordinarily ground, weighing 115 lbs. per bushel, while the 
same cement, ground extremely fine, weighed only 90 lbs. 
per bushel. 

Fineness. — On the importance of fine-grinding we shall 
not dilate here. Suffice it to say that fineness, especially 
in slag cement, is of extreme importance. Mr. Eedgrave 
declares that slag cement ought to leave no residue at all on 
a No. 75 sieve (5,625 meshes to the square inch), and not 
more than 15 to 20 per cent, on a No. 180 sieve (32,400 
meshes to the square inch). Now and then Portland 
cement has been tested, which has shown a degree of fine- 
ness equal to the standard here demanded for slag cement, 
but, as a rule, 10 per cent residue on a No. 50 sieve is 
considered a fair test for Portland cement. A sample of 
slag cement tested at the Eoyal Testing establishment at 
Berlin, in December, 1886, left no residue at all on a sieve 
with 1,160 meshes to the square inch, only 1 per cent, on 
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one with 3,870, 5 per cent, on one with 5,800, and 14 per 
cent, on one with 32,200 meshes, but this, it must be 
remembered, was a manufacturer’s sample. 

Tensile Strength. — Good slag cement tested neat, is as 
strong as neat Portland cement, but, according to Mr. 
Redgrave, it gives considerably better results than the latter 
when both are tested with three parts of sand. The tensile 
strength of the cement, mentioned in the last paragraph, 
was ascertained at Berlin to be as follows : — 


Table VII— Tensile Stsength op Slag Cement, 

IN LBS. PEB SQ. IN. 



At 7 days. 

At 28 days. 

Slag cement, neat 

647 

692 

and sand (1 to S') 

427 

609 



Each result is the average of ten briquettes, which were 
kept in air for twenty-four hours after gauging, being 
covered with writing-paper to retain the moisture, and were 
then kept in water for the rest of the time. The strength 
of the sand briquettes is exceedingly great, and is equal to 
that of some Portland cements tested neat ; the German 
standard for Portland cement requires a tensile strength of 
227-6 lbs. per square inch, tested with three parts of sand at 
twenty-eight days, and the highest tensile strength of 
Portland cement so tested, which has come under our 
observation, is 10 per cent, less than that of the slag 
cement as recorded above. It must not, however, be 
imagined that all slag cements give equally good results ; 
w-e must not generalise from particular instances. 

No tests of the adhesive strength of slag cement have, as 
far as we know, yet been made, but its capacity for sand 
shows that this must be very high. 

CoMPKESsm: Strength. — Briquettes of slag cement, 
mixed with three parts of sand, were made at Berlin as 
already described, and were crushed, on an average, by a 
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force of 3,376 lbs. per square inch at seven days, and 4,296 
lbs. at twenty-eight days. Briquettes of Portland cement 
and sand, similarly tested by Messrs. Dyckerhoff, had an 
average strength of 4,822 lbs. at 28 days, or 12 per cent, 
more than the slag cement ones. 

Uses.— It can be used in aU situations for which 
Portland cement is adapted, and has been employed in the 
construction of harbours and other works in the sea, as at 
Skinningrove, in North-East Yorkshire, and other places. 
For stucco and plastering and for concrete generally it is 
suitable. It has been used also for paving, but, according 
to Mr. Redgrave, it does not attain as hard a surface as 


as granite and quartz “into a firmer mass than Portland 
cement does.” Mr. U. E Lawford^ states that its fire- 
resisting properties “exceed those of both gypsum and 
Portland cement,” and for this reason, among others, it can 
be recommended for use in concrete floors and roofs, h. 

* In paper on “Fire-proof Floors," read before the Society of 
Eayimn, April, 1889. 



CHAPTER V. 

MATEICES— (floafiattfti). 

Ill, A BTT FTfiTAT. Obmeitts Porfland cement— 

History — Raw materials — Mannfeotnre— Composition— Neces- 
sity of testing— Test-specialists— Tests : Weight, Specific gravity 
(Table VIII.), Fineness. 

Eistobt. — ^Undoubtedly the most valuable matrix for 
concrete is Portland cement Strength for strength it is 
cheaper than lime. By its aid works have been executed 
which seem able to withstand for ages the rough usage of 
stormy seas and the insidious attacks of the atmosphere. 
It is ^t mentioned in a patent granted to Joseph Aspdin, 
a bricklayer of Leeds, in 1824, that is to say, nearly thirty 
years after the introduction of Roman cement by Parker. 
The name “Portland” was given to it in consequence of a 
resemblance of its colour to that of Portland stone. 
Aspdin’s cement was a mixture of pulverised quick-lime and 
clay, but neither the mode of manufacture nor the nature 
of the cement is identical with modem practice. In 1825 
he established a manufactory at Wakefield, in Yorkshire, 
and in a few years his son William, in partnership with one 
or two other persons, began to make Portland cement at 
Northfleet, on the Thames. Mr. I. C. Johnson was of opinion 
that he hiinself was the first maker of true Portland cement; 
in 1844 he introduced its manufacture into the works of 
Messrs. J. B. White & Co. However this may be, there is 
no doubt that, soon after this time, Portland cement began 
to be better appreciated. Its value was ascertained by 
actual use and % numerous tests, such as those carried out 
by Mr. John Granl^ from 1859 almost to the present time ; 
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and to-day it is employed for engineering works the world 
over. It has been estimated by an American writer, Mr. 
Giron, that the present annual production of Portland 
cement is more than 20,000,000 barrels, and that of these 
about 8,300,000 barrels are made in England. To 
engineers chiefly we must look for information respecting 
this material, and to them architects and builders owe a 
debt of gratitude. 

Eaw Materials. — ^The raw materials from which Port- 
land cement is manufactured vary to a considerable extent. 
On the Thames and Medway, chalk and river-mud or clay 
are the constituents^ while at Eugby, Stockton, &c., in 
Warwickshire, at Poole in Dorset, and at various places in 
Somerset, Nottinghamshire, Lincolnshire, &c.. Blue Lias 
limestone and shale are used. The aim of the manu- 
facturer is to obtain a mixture of clay and lime in which 
the carbonate of lime before calcination shall be from 74 to 
77 per cent, of the whole. When chalk, which is nearly 
pure carbonate of lime, is used, it is comparatively easy to 
obtain the requisite proportion of lime to clay, but when a 
limestone consisting partly of clay and partly of carbonate 
of lime, as Lias limestone does, is used, more difficulty is 
experienced, for the composition of limestone is subject to 
considerable variations. In any case frequent analyses of 
the materials are necessaiy. 

An excess of clay in the composition produces a cement of 
less strength and weight than usual, and liable after setting to 
crumble away on exposure to the atmosphere ; such cement, 
when mixed neat with water and left in the air, will have a 
buff colour. Over-clayed compounds are liable to fuse in 
burning, and, as this would render the clinker useless for 
cement purposes, they are burnt at lower temperatures, and 
produce cements which partake somewhat of the character 
of Eoman cements. An excess of lime has also disad- 
vantages, for it may produce a cement containing more or 
less caustic lime, and having therefore a tendency to crack 
or “blow ” when made into mortar or concrete ; this danger 
may be lessened by burning the clinker at a high tempera- 



48 


CONCRETE, 


ture, by grinding the cement very fine, and by properly 
purging or air-slaking the cement before it is used. 

Maotpacttjrb. — In the “ wet ” method of making cement, 
the lime and clay are mixed in proper proportion, and 
broken up with water in a wash-mill, which is usually a pit 
forming a ring around a central pier ; on this pier a vertical 
shaft fitted with horizontal arms revolves, and from the 
arms knives or cutters descend almost to the bottom of 
the pit ; other arrangements, however, are often adopted. 
Originally the volume of water exceeded that of the chalk 
and clay with which it is mixed, and this necessitated the 
conveyance of the wet “ slip ” into “ backs ” or reservoirs, 
where it remained for a month or more until sufi&cient 
water had evaporated or drained away from it. Besides 
other disadvantages, this system entailed extensive areas of 
ground for “backs,” and also great delay. In 1870 a new 
method of manufacture was patented by Goreham, the 
chalk and clay being mixed in the wash-mill with about 
one-third their volume of water, the slip thus formed being 
passed immediately between horizontal mill-stones, by which 
it was well ground ; from the mill-stones the slip was con- 
veyed (by pumps or otherwise) direct to the drying-floors, 
instead of to the “backs.” In the more modern “dry” 
process, the materials are ground and mixed without water, 
and then slightly moistened and pressed into “ bricks ” of a 
convenient size for burning in the kiln. 

Originally the “ slurry,” or wet slip, was dried on floors 
heated by coke ovens ; but, in new works, where the wet 
process is adopted, the waste heat from the kilns is utilised 
for heating the drying-floors, and by this means a consider- 
able saving is effected. From these floors the dried slip is 
broken and put into the kiln and burnt at a high tem- 
perature, the object being to produce a hard, weU-bumt, 
but not vitrified “ clinker.” It is, of course, impossible 
to obtain a perfectly-uniform clinker, but in this respect the 
dry process is superior to the wet, on account of the 
uniform size of the “ bricks.” Some portions of the clinker 
will be over-burnt, — these, if ground would have no cementi- 
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tious value j other portions will be of a clayey hue, and 
decidedly under-burnt — these would produce a dangerous 
cement^ liable to crumble away after exposure to the 
atmosphere. The former should be thrown away as waste, 
while the latter may be placed on the top of the next HIu 
and reburnt. Very cheap cement will probably prove to 
have been ground from under-burnt clinker, as this is more 
easily ground than heavily-biunt clinker. The latter, 
however, should be used, as it yields a cement con- 
siderably stronger than a lightly-burnt cement, when ground 
to the same degree of fineness. 

The properly-burnt clinker is broken into small pieces by 
rollers, or Blake’s stone-breakers, or other machines, and 
these pieces are then finely ground between grooved mill- 
stones, or in the more modem ball-mill and tube-mill. The 
resulting cement, particularly when ground by millstones, 
may contain many particles too coarse to be of any value \ 
it is, therefore, by many manufacturers sifted by fine sieves, 
the particles remaining on the sieves being returned to the 
mill-stones, and ground with the next batch of broken 
clinker. These coarse grains, although in their coarse state 
they have no cementitious value, may prove, if finely ground, 
to be of excellent quality. 

After leaving the mill-stones or mills, the cement in some 
factories is spread daily in a thin layer on the fioors of 
store-rooms or warehouses, until several layers, represent- 
ing a week’s manufacture or more, have been distributed 
one above the other. Sometimes the cement is turned over 
occasionally. It is afterwards filled into sacks or casks, the 
different layers being as far as possible mixed in the opera- 
tion. The cement is then ready for its destination, but not 
always for use. Of the precautions to be taken before using 
cement fresh from the manufacturer ■we shall speak hereafter. 

In America a novel process of cement-manufacture has 
been adopted ; the raw compound is burnt, we are told, 
“in a powdered condition, while travelling in an inclined 
rotaiy furnace in an intensely hot petroleum flame, and a 
few hours is sufficient to finish the process.” Apparently 
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the invention is a successful one, for the cement is guaran- 
teed to bear without breaking a tensile stress of 400 lbs. 
per square inch after seven days, 500 lbs. after twenty- 
eight days, and 600 lbs. after tl^ee months, and to leave 
no more than 10 per cent, residue on a sieve with 6,400 
meshes to the square inch. 

CoiffosiTioN. — Roughly speaking, Portland cement con- 
tains about 62 per cent, of lime, 22 per cent, of silica, 
and 7 per cent, of alumina; the remaining constituents 
being the alkalies, — soda and potash, — oxide of iron, mag- 
nesia, sulphuric acid, carbonic acid, &c. To the user of 
cement, its detailed composition is not of primary im- 
portance; the chief points for his consideration are the 
strength and durability of the cement, and one cement 
must not be condemned because it differs slightly in com- 
position from another of established reputation; for in- 
stance, the lime in different cements varies from, say, 56 to 
65 per cent, of the whole. A wide difference, however, 
calls for considerable caution and careful tests. Dr. 
Michaelis says that the extreme limits of variation which 
can be allowed in Portland cement are, for silica, from 19 
to 25 per cent ; for alumina from 4 to 9 per cent. ; and 
for ferric oxide, from 2 to 5 per cent. Analyses of several 
Portland cements will be found in Table XII, p. 89, and 
the parts played by the various ingredients in the setting 
of cement are discussed in the same chapter. 

Necessity op Testing, — ^The necessity of testing Port- 
land cement before using it in important works is recognised 
by all engineers, and ought to be recognised by all archi- 
tects. It may be argued that, if the cement be obtained 
from a firm enjoying a good reputation, there is no need 
for tests. There is, perhaps, less need for them, but they 
ought not to be altogether omitted. In this day of adver- 
tisement, it is often difficult to ascertain whether a reputa- 
tion is founded on good manufacture or on advertisements ; 
and even if the cement from a reliable manufactory has 
been specified, there is a possibility that another kind may 
be used instead. 
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Another argument that may be advanced is that the con- 
tractor is responsible for failures in material, and that, if 
by using inferior cement the concrete should fail, he will 
have to do the work again at his own cost j therefore the 
onus of testing, it may be said, rests upon him. A moment’s 
consideration will show how unfair to the building-owner is 
such a view of the case ; for the building-owner may have 
to bear the loss by delay consequent on the failure of the 
cement, or may be able to recover damages only after an 
anxious law-suit. Again, there is a grave danger that the 
bad character of the cement may not discover itself until 
some months have elapsed, perhaps not until the architect’s 
final certificate has been granted, and, in the latter case, 
there wrill probably be trouble for architect and contractor, 
as well as for the building-owner ; and further, a cement 
may be used which produces concrete sufficiently good to 
escape condemnation, but which is far from being the best 
which could have been obtained imder the terms of the 
specification, and in this case the building-owner is decidedly 
the loser because proper tests were not carried out. 

When we think of the important uses to which concrete 
is put in our buildings, — as, for instance, foundations and 
floors, — ^we cannot fail to see the necessity of knowing the 
character of the cement, which is its most important in- 
gredient. To specify that “the best heavy Portland 
cement ” must be us^ is not enough, but such a descrip- 
tion is far from uncommon. Quite recently a case came 
under the author’s notice in which the concrete for an 
engine-bed was specified to be of cement, vaguely described 
as in the last sentence, and of broken stone, &&, in the 
proportion of one to four, — a proportion of cement to 
aggregate which ought to insure an excellent concrete ; but 
what happened ? The concrete was deposited and set pro- 
perly ; after a month, however, it began to show signs of 
disintegration, and it gradually crumbled until the archi- 
tects had to order its removal ; the contractors removed it 
and laid a new foundation, and on the completion of the 
whole building claimed an “extra” for the work. The 
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architects refused to allow the claim, but, believing that 
the contractors had not wilfully used inferior material, 
they asked the building-owner to deal generously ” with 
the unfortunate builders. Altogether a very pretty muddle, 
and one which probably would have been avoided if the 
cement had been submitted to one or two comparatively 
simple tests. Many instances of the failure of concrete have 
occurred, which might have been prevented by a judicious 
testing of the cement. 

Test-Specialists. — We do not mean to say that archi- 
tects must fit up a part of their offices as testing-labora- 
tories, and themselves become proficient in the art of making 
and breaking briquettes, &o. No, architects have quite 
enough on their hands without taking up another burden. 
The necessary appliances for testing are many and somewhat 
costly, and the testing itseK is no easy matter. But this is an 
age of specialists, and cement-testing, like so many other 
matters, is becoming the special study of certain engineers. 

For large works, a clause might be inserted in the speci- 
fication to the effect that the contractor must include a 
certain sum for cement-testing, the tests to be carried out 
by a specified person, or by one to be approved by the 
architect. For small works, the cement might be specified 
to be obtained from a particular maker, and the architect 
or the clerk of works could easily test the cement as to its 
“ soundness,” taking its fineness and strength for granted. 

Tests. — ^The tests now considered of primary importance 
are those for ascertaining the Unemss, tendle strength, and 
soundness of the cement. The specific grmity is also thought 
by many to be of importance ; but the weight, which at one 
time was considered the most notable characteristic (perhaps 
because it could be ascertained with comparative ease), does 
not now command very much attention, and is only con- 
sidered in connection with the fineness and specific gravity. 
Some years ago a vague specification would have required 
"the best hcamy Portland cement;” to-day the description 
would probably be altered to " the best linely-ground Port- 
land cement,” provided, of course, that the author of such 
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a vague description as the first could be induced to make 
any alteration at all. 

Several other tests have at various times been adopted, 
such as those made to ascertain the relative hardness of 
different cements, their resistance to transverse and crushing 
stresses, and their adhesive strength ; these have their uses, 
but are seldom specified in England. 

CJoLOTJR. — ^The colour of cement affords little evidence of 
its quality, as in many instances it is due mainly to the 
presence of iron. Sometimes, however, a yellowish hue is 
the result of under-burning, and if that be the case, the 
cement will prove comparatively weak, and may be unsound. 
As a rule, good Portland cement is of a bluish-grey or dark- 
grey colour, and is soft to the touch. Quick-setting cement 
has often a brownish tint. 

Microscopic Examination. — ^It is probable that in the 
near future a microscopic examination of Portland cement 
will be almost, if not altogether, sufficient to enable the 
observer to judge of its value ; the researches of Mr. Alden 
H. Brown, of the University of Iowa, seem, at any rate, to 
point to this conclusion, but sufficient observations and 
experiments have not yet been made to obtain absolute 
proof of this. 

Sampling. — ^When it is desired to test a consignment 
of cement, a small quantity should be taken from each 
of several casks or bags immediately on their arrival, 
care being observed that the cement is not taken from the 
outermost portion in the cask or bag, but from the interior. 
If the test is to be made by some one at a distance from 
the works, the sample should be carefully packed and sent 
as soon as possible. As a rule, not more than 28 lbs. of 
cement will be required for testing. 

Weight. — The weight of Portland cement is stated in a 
well-known book to vary from 95 lbs. to about 130 lbs. per 
“ striked ” bushel To^ay manufacturers produce cements 
apparently more uniform in weight than these figures show. 
The chief causes of this smaller difference are the better 
knowledge which is now possessed of the ingredients of 
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good cement, the more uniform degree of fineness to which 
it is ground, and also the greater care with which the 
weight is ascertained. The method of filling the measure 
has much to do with the apparent weight ; it may he filled 
very lightly by allowing the cement to fall down a short 
shoot of easy slope, or may be more closely filled if the 
cement drop vertically into it from some height ; or, still 
more compactly, if the measure be shaken during the 
filling. 

The necessity for some uniform and satisfactory method 
of ascertaining the weight has long been recognised, and 
various devices have been adopted for this purpose. In 
some cases the measure is filled from a short shoot, down 
which the cement slips at a moderate velocity. In others, 
the cement is put into a coai-se sieve, from which it drops 
into a measure placed, say, 3 ft. below it. Mr. Henry 
Faija, M.Inst.C.E., has devised an apparatus which ensures 
uniformity of filling ; the cement is placed in a hopper, 
from the bottom of which it passes into a trough ; on turn- 
ing a handle a worm in this trough revolves and gradually 
conveys the cement forward to an opening, whence it drops 
directly into the measure below. When the measure is 
piled full, the cement is struck off level by means of a 
straight-edge and then weighed j the weight of the measure 
itself, which has previously been ascertained, is deducted 
from the total, and the balance is the weight of the cement 
contained in the measure. 

Sometimes the measure in which the cement is weighed 
contains only part of a bushel, and this is another cause of 
discrepancy, for in a larger measure the cement is more 
compressed than in a smaller one, and the weight therefore 
appears greater. Mr. John Grant ascertained that 10*75 
measures, each containing one-tenth of a bushel, were required 
to fill one bushel measure. In other words, if the weight per 
bushel were 107*5 lbs., the weight per tenth of a bushel 
would be only 10 lbs., which, multiplied by ten, would give 
an apparent weight per bushel of 100 lbs., a difference of 
7 \ per cent. 
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The freshness of the cement has also a considerable in- 
fluence on the weight. It has long been known that the 
storing of cement increases its bulk without corresponding 
increase of weight. This is due to the slaking, by the 
moisture of the atmosphere, of the quicklime or calcium 
oxide contained in the cement, and its conversion into the 
more bulky hydrate of lime. Therefore, the more thoroughly 
slaked the cement is, the less does it weigh per bushel 
Some cements, of course, show considerably more increase 
in volume and decrease in weight per bushel than others. 
Experiments by Mr. Faija, disclosed to the Society of 
Engineers in 1888, showed that a cement "which just after 
giinding weighed 120 lbs. per bushel, might when a few 
days old weigh only 114 lbs., when six months old 100 lbs., 
and at the end of a year not more than 95 lbs. per bushel 
The weight of cement varies also according to its fineness. 
The finest cement, other things being equal, weighs the 
least. Mr. John Grant gives the weights of seven varieties, 
unsifted, and sifted through a sieve with 2,304 meshes per 
square inch. The average weight of the unsifted cements 
was 11 ’04 lbs. per tenth of a bushel, while the siftings 
weighed only 9*54 lbs. for the same quantity, — a decrease 
of more than 13*6 per cent., or about 16 lbs. per bushel 
Dr. Michaelis instances one excellent cement, which, as 
ordinarily ground, weighed 90 lbs. per cubic foot (about 
115 lbs. per bushel), but which, when ground so that all 
passed a sieve with 32,000 meshes per square inch, weighed 
only 70 lbs. per cubic foot, or about 90 lbs. per bushel 
A higher degree of calcination yields a heavier cement, 
and the composition of the cement also afiects the weight. 

From this evidence it is clear that the weight of a cement, 
taken by itself, is no criterion of the cement's value. A 
heavy cement may be fresh, and coarsely-ground ; on the 
contrary, it may be well-burnt. A light cement may be 
imder-bumt ; on the contrary, it may be free from unslaked 
lime, and finely-ground. Both may give equally good or 
bad results as to strength and stability. The weight is 
valuable only when tkken in connection with other par- 
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ticulars, but the best Portland cements, when received from 
the manufacturers, will usually be found to weigh within 
5 per cent, (more or less) of 112 lbs. per bushel. 

Specific Gravity. — Among engineers there has been, of 
late years, a growing idea of the importance of ascertaining 
the specific gravity of cement. Mr. Grant in 1879-80 
thought it was not of much practical benefit ; the specific 
gravity of thirty or forty cements, which he had tested, 
only ranged from 3*193 to 3*040, the extreme variation 
being, therefore, less than 5 per cent. Other experimenters 
have found greater variation, the specific gravity in some 
cases being as low as 2*77. Mr. Faija, in his valuable little 
book, “ Portland Cement for Users,'’ gives a table of the 
testing of fifteen samples of cement ; from which we extract 
the figures relating to two samples, almost identical in weight, 
specific gravity, and fineness, but differing exceedingly in 
strength and hydraulic activity. 


Table VIII,— Vaeiableness of Poetland Cement. 


i 

1 

1 

S- . 
111 

Specific 

gravity. 

Residue per cent, 
after sifting through 
sieves, Nos. * 

1 Broke at lbs. per 
sq. in. 'of section at 
—days from gauging. 

Nature 

No.; 

lbs. 

- 

25 

50 

75 

7 

28 

182 


3 1 

Ill 

2*89 


21 

32 

510 

647 

772 1 

Quick'Setting. 

10 1 

110 

2-90 

1 

21 

31 

332 

401 

460 1 

1 

Slow- „ 


The tensile strength in each case is the average of ten 
briquettes, which were kept in water from the time of 
gauging. The table is interesting as showing that Portland 
cement must not be judged either by its weight, specific 
gravity, or fineness, or even by these three particulars taken 
together, but must be actually made into briquettes and 
broken before its character can be determined. 

Mr. Faija considers that the specific gravity should never 

* Cement-sieves are known by tbenumber of meshes per lineal inch ; 
thus, a No. 25 sieve has 25 meshes per lin. in. or (25 x 25 =) 625 per 
eq. in., and a No. 50 sieve has (50 x 50 =) 2500 meshes per sq. in. 
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be less than 2*92, but other authorities hold that cement a 
month old should have a specific gravity of 3*1 to 3*15. 
A high specific gravity, combined with extreme fineness, 
indicates that the cement is well bmmt. A specific gravity 
of less than 2 ’9 indicates an under-burnt or stale cement. 

Fineness. — ^The importance of fine-grinding is now uni- 
versally conceded, as it has been demonstrated that only 
the finely-ground portion of cement has any considerable 
cementitious value. The coarse particles of cement are 
apparently of two kinds — ^the first consisting of those im- 
pure or hard-burnt grains on which water has no effect, and 
which are consequently as worthless as so many grains of 
sand, and the second consisting of useful material, not 
sufficiently triturated, and therefore extremely sluggish in 
its action. The effect of the former on the setting of the 
cement is simple, while that of the latter is complex and 
not yet thoroughly understood. The usually-accepted 
theory is that the coarse particles of the second kind par- 
take of the nature of hydraulic limes, and exhibit a certain 
amount of slaking action some time after having been 
mixed with water. As we have already seen, the slaking 
of lime is invariably accompanied by increase of bulk, and 
this has the effect of disintegrating to some extent the 
remaining portion of the cement which has already set. 
Many failures of concrete have been attributed to this cause. 

These coarse particles of lime will gradually slake if the 
cement be exposed to the atmosphere, and it is to accom- 
plish this end, that Portland cement is usually stored in 
bulk for some weeks before use. The fact, that the storing 
of cement results in the hydration of coarse grains, is shown 
by the increased bulk of the stored cement and by its 
diminished weight per bushel. Fine cement does not 
require “ air-slaking ” to the same extent as coarse. 

Some of the inert hard-burnt grains already mentioned 
would doubtless yield, if finely ground, an energetic cement; 
but in their coarse state they are not acted upon by water 
and are consequently an adulterant, like sand. 

From many tests made with different cements by 
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different operators, Mr. Grant learnt the apparently curious 
fact that briquettes composed of a certain quantity of Port- 
land cement and three times its weight of sand, were not as 
strong as briquettes made with the same quantity of sand and 
only that portion of the original quantity of cement which 
would pass through a sieve of 5,806 meshes to the sq. in. 
Thus, — taking a cement which leaves 10 per cent, residue on 
such a sieve, — ^we have, in the first case, the proportion of 
cement to sand as 1 is to 3, but in the second case the pro- 
portion becomes as is to 3, or as 1 is to 3*3, and yet 
the latter yields the stronger mortar. This simply means 
that the coarse cement is practically inert, and should be con- 
sidered as so much sand ; if this be done, the ratio between 
the energetic part of the cement, and the sand the inert 
part of the cement, will be found to be as 1 is to 3*4, — 
thus, (1 — *1) : (3 + *1) :: 1 : 3*4, — and this mortar is evi- 
dently inferior to that from which the coarse particles of 
the cement had been excluded. 

Cements containing coarse particles have sometimes (but 
not invariably) a higher tensile strength than the siftings of 
the same cements, when all are tested neat ; but when all 
are tested with three or more volumes of sand, the finer 
cement invariably gives the better results. Among many 
experiments in proof of this we may instance those of 
Messrs. Dyckerhoff, which showed that a cement which left 
10-2 per cent, on a sieve with 2,580 meshes per sq. in., and 
18*8 per cent, on one with 5,806, was at the age of 25 weeks, 
41 per cent, stronger than the siftings which had passed a 
sieve with 32,200 meshes per sq. in., both being tested 
neat; but, when both were tested with three parts of 
standard sand, the briquettes made with unsifted cement 
were 29 per cent, weaker than those made with the siftings. 

Even, however, if the siftings of a cement are stronger 
than the original cement when both are tested neat, the 
increase of strength is much more marked when both are 
tested with sand. Mr. H. E. G. Bamber* experimented with 

* “ Portland Cement : The value of fine grinding,” a paper read 
before the lmor$OTatdd> Assocmtion of Mmiovpal and, County 
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a cement which left 15 per cent, residue on a No. 50 sieve. 
The neat siftings through a No. 50 sieve (A) were found to 
be 6 per cent, stronger than the original at 7 days, the 
siftings through a No. 70 sieve (B) 9 per cent, stronger, 
through a No. 90 sieve (C) 13 per cent, and through a 
No. 110 sieve (D) 16 per cent stronger. When, however, 
all were tested with 3 parts of sand (by weight), at the age 
of 28 days A w^as found to be 20 per cent, stronger than 
the original cement, B 37 per cent, C 53 per cent, and D 
no less than 90 per cent. 

Dr. Michaelis asserts that if a cement, which has all passed 
through a No. 40 sieve, be sifted through a No. 75 the 
particles remaining on the latter will be “absolutely value- 
less ” as a cementitious agent Mr. Gustav Grawitz, as long 
ago as 1880, said that the principal authorities in Germany 
agreed that the residue on a sieve of 5,806 meshes per sq. 
in. was “entirely worthless, had no cementitious power 
whatever, and might — ^and undoubtedly did in certain 
cases — ^prove a source of danger.” Eecent experiments by 
Baron Quinette, at Havre, showed that the residue on a 
sieve with 2,100 meshes per sq. in., had an average tensile 
strength of only 13 lbs. per sq. in. at 4 months, 43 at 9 
months, and 76 at 18. If this residue is not “entirely 
worthless,” we must admit that it is very nearly so. 

The degree of fineness to which cement ought to be 
ground is a matter of controversy even yet, but ever since 
the advantages of fine grinding were recognised, the tendency 
has gradually been to increase the stringency of specifica- 
tions, so that a cement, which at one time was considered 
fine, would to-day be considered coarse. 

Not very long ago sieves Nos. 30 or 40 were frequently 
specified, but these have been abandoned in favour of finer 
ones. A No. 50 sieve is still much used, not more than 
10 per cent, of the cement to be retained by it. Mr. 
H. K. Bamber, F.I.C., in November, 1891, insisted that 
cement should be so fine that all would pass through a 

Ehigin&ers, July 14, 1893, and reported in The Building News, for 
July 28, 1893, 
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No. 50 sieve, and not more than 10 per cent, be retained by 
a No. 75 sieve. This is nearly the same as required by the 
German and Austrian standard regulations; but in Germany, 
vre are told, cements can be obtained which leave less than 
10 per cent, on a sieve with 32,200 meshes per sq. in. 

Mr. Colson advocates (and wisely, we think) that all the 
cement, and not a certain proportion of it, should pass the 
specified sieve. 

For practical purposes, the degree of fineness will be 
regulated by a comparison between the cost of fine grinding 
and the resultant increase in strength ; up to a certain limit, 
the advantage of fine grinding increases in a greater propor- 
tion than the cost, but beyond that limit, the proportion is 
reversed, and, to attain a given strength of concrete, it would 
become more expensive to use the extremely fine cement than 
a proportionately larger quantity of somewhat coarser cement. 

It has now been proved thai^ by modem methods, cement 
can be profitably manufactured which will leave no residue 
on a No. 50 sieve, and not more than 2 per cent, on a No. 
76, or 5 per cent, on a No. 100. Other things being equal, 
a fine cement is stronger than a coarse one, sets more 
quickly, and is less liable to expand or “ blow ” in setting. 

The standard sieve in the United States and in the 
principal European countries is formed with wires of a 
thickness equal to half the width of the meshes, — thus, a 
No. 50 sieve has wires -0068 inch thick and openings 
*0132 inch wide, and a No. 76 has wires *0044 inch in 
diameter and openings *0087 inch wide. Unfortunately 
this simple standard has not yet been generally adopted in 
England; in the principal Government Departments the 
wire for a No. 50 sieve is *007 inch, and that for a No. 76 
is *005 inch, and the maximum residue allowed on the 
former sieve is 2 per cent, and on the latter 10 per cent. 

Sometimes the amount of “ flour ” in a cement is ascer- 
tained by means of a flourometer, but this test is not often 
specified. In a good cement the flour will be nearly 60 
per cent. 



CHAPTEE TI. 

MATRICES — (continued). 

III. Artificial CEiiEXTS (continued) : — 3. Portland cement (con- 
tinned ) — Strength : Teyisile. Briquettes. Water (Table IX.). Com- 
jpressive (Table X.). Transverse (Table XI.), Adhesive — Increase 
of strength and dnrabilitj. 

Tensile Strength. — The test for tensile strength is one 
of the most important ■which we haye to consider, and in 
this, again, very different results may be obtained by 
different operators and with different apparatus. The 
temperature, the amount of water, the rate at which the 
strain is applied, all affect the result. The results vary 
also to the extent of 30 per cent, or more, according to the 
testing-machine used, and they are largely influenced by 
the form of the briquette, and of the clips by which it is 
held in the machine. 

Shape of Briquettes. — !Mr. E. A. Beruays, in 1880, 
gave to the Ihstitution, of Civil Eiigineers the results of 
tests he had made on four different forms of briquettes, all 
being of the same size at the neck or place where fracture 
would occur, — that is to say, 1-^in. by lA in., or 2 J square 
inches. Six briquettes of each form were made of “the 
same quality of cement,” and tested at the end of seven 
days. The average tensile strength of briquettes of the 
form A was 602 lbs., B 760 lbs., and C 900 lbs., the last, 
therefore, giving results 50 per cent, higher than the first, 
and nearly 20 per cent, higher than the second 

Foim A is the fom of briquette fii’st used in testing 
cement. Form B is one of the many modifications which have 
been tried, and Form C is the one introduced by Mr. John 



62 


CONCRETE, 


Grant, of the late Metropolitan Board of Works, and now 
generally adopted in England. Mr. Faija, however, has 
slightly altered the fonn by making each end of the 
briquette angular (like a gabled roof) instead of flat (see 
Fig. 2); this is done, not for the purpose of obtaining 
higher results, but for convenience in detaching the moulds 
in which the briquettes are formed. 

The most usual size of briquette, at the smallest part or 
*‘neck,” has been until recently, IJ in. square, or square 
inches, but there are now a great many persons who advocate 
and use briquettes measuring only 1 in. square in the 
smallest part, and these are certainly more convenient and 
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Fig. 1 .— Shapes op Cement Briquettes. 

can be tested with less powerful machines. Some persons 
even advocate the use of briquettes only J in. square, but 
briquettes so small are not to be recommended, as the 
results will be less constant than with larger ones. 

Pkeparing Briquettes. — The operation of making bri- 
quettes must be attended with care. The temperature of 
the cement, water of mixture, air, and of the water in 
which the briquettes are placed after having set, should 
be maintained uniformly at 60® Fahr., as variation of 
temperature is injurious to the hardening. The requisite 
quantity of water (neither more nor less) should be added 
to the cement, and the whole thoroughly mixed together 
either by means of a trowel or, better, by a small gauging- 
machine. The paste must then be filled into the metal 
moulds, pressed so as to exclude all air-bubbles, and 
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smoothed on the top with a trowel. The moulds con- 
taining the cement must be placed where they will not 
be disturbed, so that the cement can have full opportunity 
of setting properly ; they may with advantage be covered 
with moist blotting paper to prevent too rapid evaporation 
of the water of mixture. At the end of 24 hours, the 
briquettes must be released from the moulds, and placed 
in vrater, where they must remain until they are taken out 
to be tested. 

Water. — The quantity of water used in making briquettes 
has a great influence on the results of the tests. Too much 
water is injurious, and no more, therefore, ought to be used 
than is necessary to bind the cement. This may vary from 
18 to 25 per cent, of the weight of the cement, the finest 
and quickest-setting requiring most water. Fresh cement 
takes more than stale cement, on account of the free lime 
in it which requires slaking. The exact amount must be 
left to the judgment of the person making the test, but it 
may be interesting to give the quantity of water used in 
Germany for different mixtures of cement and sand, the 
proportions being all obtained by weight : — 


Table IX, — Quantity of Watee required in Briquettes. 



Cement. 

Sand. 

Water. 

Neat cement 

100 

— 


1 cement to 1 sand 

50 

50 

■liH 

1 „ „ 3 

25 

76 

10 

1 „ „ 4 „ 

20 

80 

10 

1 5J 5) ® j5 

16-6 

83*3 

10 


Need we add that the water used with the cement ought to 
be pure, free from earthy and organic matter, &c. 

Testing MACHmss. — Several kinds of testing-machines 
are in use, among which we may mention those of Adie, 


Qnick-settizig. 


t Slow-setting. 
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Bailey, Michele, Friihling and Michaelis, Quillot, Stiidt, and 
Faija. They do not all give the same results, as they vary 
in steadiness and accuracy of workmanship, but a detailed 
description of each would be out of place here. They are 
nearly all adaptations of the lever, the stress in some being 
applied by means of a weight moving along a steelyard ; in 
others by pouring sand, shot, or water into a can at the 
end of the lever. 

Fig. 2 is a side elevation of Mr. Faija’s machine, which 
is thus described in his valuable little book on “ Portland 



Fig. 2 .— Faija’s Cement-Testing Machine. 


Cement for Users” : — “The briquette to be tested is placed 
in the clips F, G, in which it is fixed by turning the wheel 
E attached to the lower clip F. The strain is applied 
by turning the handle M, which by means of gearing, de- 
presses the end of the long arm of the lever, and the strain 
applied to the briquette is measured by the spring-balance 
C, through which the power depressing the long arm is 
passed. The pointer on the dial carries a loose finger, which 
stops at the position on the dial plate indicating the strain 
in pounds at which the briquette broke. The gearing is so 
arranged, that by turning the handle M, at an easy pace, 
the strain is applied to the briquette at the standard rate 
of 4001bs. per minute.” The machine is made in two sizes, 


FORTLAITD CEMENT: TENSILE STRENGTH. 65 


the smaller capable of testing anything up to 1,000 lbs. 
and the larger anything up to 1 ton. 

In ascertaining the strength of any cement, the average 
of not less than three tests ought to be taken. 

Age op Briquettes. — The usual age at which neat 
cement briquettes are tested is seven days, and veiy often 
another set of three or more is broken at the age of four- 
teen, and a third at the age of twenty-eight days. In 
some cases, three-days’ tests are taken, but tests at early 
dates are not always to be depended on, for it not un- 
frequently happens that one cement at the age of three 
days gives better results than another, while at later dates 
the advantage rests with the latter. 

Three-days’ tests ought not to be specified alone, but 
always in conjunction with tests at seven days, and the 
latter should shew an increase of strength over the former. 
What the amount of this increase will be, cannot he 
definitely stated. ‘‘A slow-setting cement,” says Mr. 
Faija, “will probably increase 50 per cent, between the 
three and seven days’ tests, and 25 per cent, between the 
seven and twenty-eight days, whereas a quick-setting 
cement may increase but Kttle;” therefore, “the tensile 
strength of a quick-setting cement should be greater at the 
shorter dates than a slow-setting one.” 

A cement which developes great strength in a short time 
may possibly (but not by any means necessarily, of course,) 
prove to be a dangerous one, liable to “blow” and dis- 
integrate some time afterwards, owing to the presence of 
lime in excess. Instances are recorded of cements which 
show great tensile strength at the end of one month, but 
which fall to pieces at the end of six months. 

Tensile Strength required by various Engineers. — 
There are in England no standard rules for the guidance of 
persons using cement^ as there are in Germany and Austria. 
Here every engineer specifies the strength, fineness, &c., of 
the cement to be what his own sweet will directs ; and, conse- 
quently, the varieties of specifications prove quite bewilder- 
ing to manufacturers. Mr. William Gostling, with a touch 
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of JnimoTir, drew attention to this matter by a communica- 
tion printed in the Proceedings of the Institution of Civil 
Engineers (1879-80, part iv.). He gave three lists, which 
he had compiled, of specifications ; twenty-one specifications 
showed thirteen different tests for fineness, ten for weight, 
and thirteen for tensile strength. The tensile strengths 
required by the specifications varied from 200 lbs. to 444 
lbs. per sq. in. for neat cement broken seven days after 
ganging, and from 140 lbs. to 170 lbs. per sq. in. for 
briquettes made of cement and sand (1 to 3), broken at the 
age of twenty-eight days. 

Mr. Grant, in the original specification of cement for the 
Metropolitan Main Drainage Works, required a tensile 
strength of 177*8 lbs. per sq. in., but afterwards increased 
it to 350 lbs. Still more recently (namely, in 1880), he 
again raised the test, and required neat cement to bear at 
least 400 lbs, per sq. in. after seven days, and 550 or 600 
lbs. after twenty-eight days, the briquettes in all cases 
being one day in air and the remainder in water. Mr. V. de 
Michele in 1880 considered a strength of 300 lbs. per sq. 
in. at seven days sufficient, while Mr. Faija follows Mr. 
Grant’s middle test for the seven-days’ strength, but 
specifies his requirements for tests at the ages of three days 
and twenty-eight days, namely, 250 lbs. at three days, 350 
lbs. at seven days, and 450 lbs. at twenty-eight days. Mr. 
A. E. Carey requires 180 lbs. at three days, 350 at seven 
days, and 550 at twenty-eight days for neat cement ; and 
120 lbs. at seven days, and 200 at twenty-eight days, for 
briquettes of cement and normal quartz sand (1 to 3). 
Some manufacturers guarantee a strength of 444 lbs. per 
sq. in. at the age of seven days; Mr. G. F. White has 
stated that the average tensile strength of the cement made 
by his firm during a period of two years ranged from 502 
lbs. to 524 lbs. per sq. in. Cements have been tested 
which give a tensile strength of more than 700 lbs. at seven 
days, but such cements show little increase in strength 
afterwards, and as they most likely contain too much lime, 
are probably somewhat dangerous. In modern specifica- 
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tions the tensile strength of neat cement ranges from 450 
to 550 lbs. per square inch at seven days, and from 700 to 
850 lbs. at twenty-eight days. 

Tensile Strength op Cement and Sand. — ^Although the 
testing of cement neat is undoubtedly important, it does 
not really give an exact idea of the working value of the 
cement ; for cement is scarcely ever used neat, but almost 
invariably in combination with sand and other substances. 
This is one strong argument in favour of testing mixtures 
of cement and sand, so that the test may bear a closer 
relation to the uses to which the cement must be put in 
actual construction. Another argument, even more forci- 
ble, is that the strength of neat cement does not bear a 
fixed ratio to the strength of the cement when mixed with 
sand, and many figures might be quoted to show that, of 
two cements, one gives better results when tested neat, 
while the other is the stronger when tested with sand. 

The German and Austrian standard rules prescribe such 
a sand-test ; they require the briquettes to be composed of 
one part cement and three parts dry sand (by weight), to 
remain in air for one day after gauging, and then to be 
placed in water for a period of twenty-seven days ; at the 
end of this period they are to be tested. The German 
rules in 1878 required the tensile strength of such bri- 
quettes to be 10 kilogrammes per square centimetre 
(142*22 lbs. per sq. in.) ; while the Austrian rules de- 
manded 12 kilos, for the same area (170*7 lbs. per sq. in.). 
In 1887 the German standard was raised to 16 kilos, per 
square oentimtee, or 227*5 lbs. per sq. in. Thirty-three 
briquettes made from Messm. G. & T. Earle’s Portland 
cement and three parts sand, in accordance with the 
German rules, were tested by Mr. Faija in 1886, and gave 
an average strength of 251 lbs. per sq. in. at twenty-eight 
days. Dr. Micha^lis mentions one cement which, tested 
with three parts sand, broke with 457 lbs. per sq. in. at 
twenty-eight days. 

There are two common objections raised against the 
sand-test j first, the great delay which a test extending 
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over twenty-eiglit days involves (and briquettes containing 
sand, it must be remembered, cannot be fairly tested at an 
earlier date) ; and second, the difficulty, nay, almost the 
impossibility, of obtaining natural sand of such a uniform 
physical and chemical composition as will give always 
identical results. 

In Germany, a standard sand can be obtained from the 
Government testing-establishment at Berlin ; this sand has 
all passed a sieve with 387 meshes per sq. in., and has all 
been retained on one with 774. The second objection, 
therefore, loses in that country a great part of its force. 
In England no such standard sand exists, but any kind is 
called “normal” or “ standard,” if it has all passed a No. 20 
sieve and been retained by a No. 30. An attempt, however, 
is being made to render a special kind of sand, obtained at 
Leighton Buzzard, the standard sand for this country. 

Mr. Grant, however, the great advocate of testing cement 
with sand, declared in 1880 that he had “recently met 
with two sands which, though both clean, sifted through 
the same sieves, and not much unlike each other even 
under the microscope, gave results that differed by 60 per 
cent.” “ From this,” he continued, “ it was clearly as 
important to test the quality of the sand or gravel used 
with cement as it was to test the cement itself.”* This 
would be multiplying the difficulties of testing, and there- 
fore we think Mr. Faija’s suggestion, made after the read- 
ing of Mr. Grant’s paper, a good one, namely, that cement 
should be tested neat, and that for the sand-test the sand 
used should be of the kind which would be used in the 
actual works for which the cement was required. This 
would give the architect or engineer a knowledge of the 
strength to which the particular structure about to be 
erected might be expected to attain. Table I., page 20, 
contains the results of tests made by Mr. Grant on the 
strength of neat cement, and of cement and sand in dif- 
ferent proportions, and the results of other experiments 
will be found in Chapter X., and in Figure 3, page 74. 

* Proceedmgs of the Inst. C. 1879-80, part iv, 
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Compressive Strength. — ^Testing by compression is sel- 
dom or never specified, but tbe results of such tests, 
especially Trith briquettes of cement and sand, are of 
interest, as this test approximates more closely to the 
actual stress which the cement has to bear in certain parts 
of a building (foundations and arches, for instance), than 
does the test by tension. The shape of the briquettes 
largely influences the results, as it does in the case of 
tensile tests. The resistance of cubes, columns, cylinders, 
6zc,, as can easily be understood, varies considerably. For 
comparison, cubes of a certain size are most convenient. 

The resistance which Portland cement offers to com- 
pression bears an approximate relation to that which it 
offers to tension, although the relation is not as uniform as 
in cast-iron and wrought-iron. Messrs. Dyckerhoff found 
that cements, tested under the same conditions as to area, 
&c., and with three parts of sand to one of cement, ex- 
hibited a resistance to compression twenty times as great 
as that they offered to tension, but this apparently is an 
abnormal ratio. Professor Bausohinger states that with 
nine cements the ratio between compressive and tensile 
strengths varied from 7toltolltol. On the Continent 
it is usually considered that the resistance of a cement- 
mortar (1 to 3) to compression should be ten times as great 
as its resistance to tension. Mr. Faija found that four 
cements gave results in which the ratio varied from about 
7 to 1 to 9 to 1 ; at the age of 28 days, the resistance to 
crushing varied from 4,270 lbs. to 4,780 lbs. per sq. in., 
and the resistance to tension from 480 lbs. to 696 lbs. 
These figures are the average of three tests in each 
instance; the briquettes crushed were only 1-in. cubes. 
See also Table IV., page 30. 

Considerable objection has been taken to the compression- 
test, because the slightest inequality of the surfaces of the 
briquette may cause fracture under a comparatively small 
stress. This is perfectly true when the briquettes are very 
small, but the difficulty is not insurmountable. If, instead 
of 1-in. cubes, 6-in. cubes were made, and brought to a 
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smootli siirface on two opposite sides with plaster of Paris 
or neat cement, or in other suitable manner, and crushed, 
as in the case of building-stones, more accurate and 
uniform results of considerable value would be obtained. 

When the resistance of building-stones to crushing began 
to be tested, small cubes measuring 1 in. or 1|- in. or 2 in. 
each way were used, but the results varied to such an 
extent, on account of the irregularity, &c., of the specimens, 
that it was found necessary to test larger pieces. This 
was rendered possible by Kirkaldy's powerful machines. 
The larger pieces invariably gave higher results per square 
inch than the smaller; thus, nine experiments on 2-in. 
cubes of Yorkshire stone gave a mean resistance of 4 ‘3 8 
tons per square inch, while 6-in. cubes gave a mean of 4*91 
tons ; and 2-in. cubes of Bath stone (Box) crushed with *66 
ton per square inch, while 6-in. cubes required 1 *5 tons per 
square inch to crush them. Mr. Faija’s tests of 1-in. cubes 
of neat cement showed compressive strengths varying from 
1-91 tons to 2*13 tons per sq. in. at the age of twenty- 
eight days, and increasing to three or four tons at the end 
of six months. Some tests by Mr. A. E. Carey showed the 
compressive strength of a neat cement to be at three 
months 7,392 lbs. per sq. in., or 3*3 tons. Tests of larger 
concrete cubes will be given hereafter. (See Tables XVI., 
page 127, and XXL, page 183.) 


Table X.— Testsile and Compressive Stebetoth op Portland 
Cement, in lbs. per sq. in. 


Composition 

"weiglit). 

Tensile strength. 

Compressive strength. 

5 

1 

Lime 
in Dry 
State. 

Sand. 

Three 

of 

Sand. 

Five 

of 

Sand. 

Six 

of 

Sand. 

Seven 

of 

Sand. 

Bight 

of 

Sand. 

Three 

of 

Sand. 

Five 

of 

Sand. 

Six 

of 

Sand. 

Seven 

of 

Sand. 

Eight 

of 

Sand. 

1 


3, 5,6 

224-8 

138 

B9 



4,822 

2,841 

1,549 



1 

% 

3,5, 

236-2 

X59-4 




luMmi 

3,086 




1 


3, 5,6 

258-9 

EE33 

146-1 



6,292 

8,198 

2,504 



1 

§ 

5, 6, 7 

... 

139-4 

132-3 

li9-6 



8,618 

2,481 

2,066 


1 


5, 6, 7,8 


128 

133-7 

99-6 

86-8 

... 

8,412 

2,716 

1,941 

1,643 

1 

1 

6, 7,8 


... 

115-2 

91-1 

74 

... 


8,521 

2,535 

1,847 

1 

1 

8 




... 

76-8 

... 



... 

1,871 
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The preceding table is based on results obtained by 
Messrs. Dyckerhoff, and shows the relation between the 
tensile and compressive strengths of cement mortar con- 
taining sand and lime in varying proportions; the sand 
had all passed a sieve with 387 meshes to the sq. in., and 
had all been retained on one with 774 meshes ; the cement 
took four-and-a-haM hours to set. 

These tests were all made on briquettes twenty-eight 
days old, the first four series having been kept in air one 
day and in water twenty-seven days, the last three series 
having been in air the whole time. The briquettes were 
only small, those subjected to tensile stress weighing about 
*33 lbs. each, and the others about *43 lbs. each. 

Transvbhsb Steength. — Mr. D. A. Stevenson specifies 
the following test of cement for small works, where a 
testing-machine cannot reasonably be required: — “The 
cement is to be made into blocks, 1 in. square and 8 in, 
long ; these are to be immersed m water for seven days, 
and then tested by being placed on two supports 6 in. 
apart, when they must stand the transverse strain pro- 
duced by a weight of 75 lbs. placed in the centre.”* 

Mr. Deacon, Water Engineer of Liverpool, contrived a 
simple apparatus for ascertaining the transverse strength of 
cement bars, by which no stress is put upon the bar by the 
weights until a lever is moved. He recommends that 
three bars of neat cement, 10 in. by IJ in. by in., be 
made, kept in water for seven days, and then broken on 
supports 9 J in. apart ; if not more than one of the three 
break with a weight of 150 lbs., the cement may be 
considered satisfactory. 

For use in the formula C = (see Chapter XVI.), 

Mr. Stevenson’s test assumes the value of C to be 675, and 
Mr. Deacon’s assumes it to be 633 ; these constants will 
give the breaking-weight (W) in lbs. Calculations will be 
much simplified if C be "taken to equal sia^ the breaking- 


Froeeedings Inst, G, E., vol, Ixxxvii. part i. 
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"weight being then in cwts. ; this will be near enough for 
all practical purposes, for a large factor of safety must 
always be used in calculating the safe load for concrete 
structures. 

The following table has been compiled from figures given 
by Gillmore in his book on limes, &c. The bars were made 
in 1860, kept in water, and broken by a force applied at 
the middle, the ends being simply supported : — 


Table XL— Tbaesvbese Steekgth of Poetland Cement.* 


1 

i 

1 

'1 

L 

Proportion by volnme. 

Size of 
Imrs. 

i 

ce 

6 

Age in days. 

Average 

breaking 

weightinlbs. 

Value of C., 
to give re- 
sult in cwts. 

Remarks. 



in .in. 

in. 





1 

English Portland cement . 

2x2 

4 

320 

1,636 

10*3 

\ Setunderpres- 
1 sure of 32 lbs. 

2 

1 „ to 1 sand 

33 

33 

33 

1,263 

8*4 

3 

1 S3 38 2 „ 

33 

33 

38 

950 

6*3 

^ per sq. in. 

4 

English Portland cement . 

1x1 

3 

270 

306 

12-3 

\ 

5 

1 „ to 1 sand 




313 

12-6 

) 

6 

I 33 33 2 ,, 

33 

33 

33 

204 

8-2 

f Not set under 

7 

I 33 33 3 „ 

33 

33 

33 

91 

3-6 

r pressure. 

8 

I 33 33 4 83 

33 

S3 

33 

74 

2-9 


9 

I 53 83 3 8? 

33 

SS 

33 

45 

1-8 

J 

10 

1 Eoman cement to 1 sand 

2x2 

4 

100 

585 

3-9 

Set under pres- 
sure of 32 lbs. 
per sq. in. 


It will be noticed that the value of C deduced from these 
experiments is considerably more than is required by the 
tests of Mr. Stevenson and Mr. Deacon, but it must be 
remembered that the latter are for tests at seven days, 
whereas Gillmore’s experiments were on bars 270 and 320 
days old. The abnormal strength of No. 5, seems to point 
to some error or irregularity in the testing, either of it or 
of some of the others in that series. 

Adhesive Stbength. — Cements have not been as fre- 
quently tested for adhesion as for tensile strength. A 

* For the transverse strength of concrete beams, see Table XXII., 
pages 190-1. 
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some'wliat elaborate series of experiments with American 
cements and bricks is tabulated in Gillmore’s “Limes, 
Hydraulic Cements, and Mortare,” and General Sir C. W. 
Pasley in England, about fifty years ago, made similar 
experiments by tearing apart bricks and various building- 
stones which had been united by an artificial cement. 
far as the adhesive strength of cement is concerned, these 
latter experiments are quite out of date. A circular issued 
some years ago by the Selenitic Cement Company shows 
that a force of 23 lbs. per sq. in. is required to tear apart 
common stock-bricks after they have been united for 
twenty-eight days by a mortar consisting of one part Port- 
land cement and four parts sand. Mr. Grant found that 
bricks cemented together with mortar composed of one 
part cement and two parts sand required, at the end of 
twenty-eight days, a force varying from 15 lbs. to 30 lbs. 
per sq. in. to tear them apart. 

The most extensive series of experiments on the adhesive 
strength of Portland cement was carried out by !Mr. Mann. 
The tests were made by tearing apart small pieces of sawn, 
close-grained limestone, which had been joined together 
with cement. His experiments showed that the adhesive 
strength did not bear a uniform relation to the tensile or 
cohesive strength, but varied from about 1 to 5 to 1 to 9 
in the seven days' tests, and from 1 to 3 to 1 to 5 in the 
twenty-eight days' tests. The adhesive strength, it will be 
seen, increased more rapidly than the cohesive, in the 
twenty-one days which elapsed between the two tests. He 
also proved that the finer a cement is ground the greater is 
its adhesive strengtL The average adhesive strength of 
neat Portland cement, as tested by Mr. Mann, may be con- 
sidered to be between 80 lbs. and 90 lbs. per sq. in., at 
twenty-eight days ; the tests being carried out with cement 
bedded between pieces of sawn, close-grained limestone. 

The adhesion varies not only with the quality of the 
cement, but also with the quality as well as quantity of 
the sand, the porosity of the substances joined together, 
their degree of saturation, and, of course, the length of 




the fineness of the cement, are important if high results are 
to be obtained. 

Increase op Stbength. — ^The accompanying diagram 
(Fig, 3) shows graphically the tensile strength, to the age 
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of one year, of Portland cement mixed with, different pro- 
portions of clean pit-sand. The dotted line represents the 
actual breaking strength at the various dates, and the full 
line shows the probable mean curve of strength. The 
figure is based on experiments made by Mr. Grants in 
1862—3,* on briquettes of the shape marked A in Fig. 1. 
As we have stated, such briquettes give considerably lower 
results than the briquettes of better shape which are now 
used. For this reason, 50 per cent, has, in each case, been 
added to the strengths obtained by Mr. Grant. 

The chief lesson to be learnt from Mr. Grant’s tests is 
the difference in the rate of hardening of different mortars; 
for instance, neat cement would support 300 lbs. at one 
week ; 1 to 1 mortar would do the same at 7 weeks ; 1 to 
2 at 15 weeks ; and 1 to 3 not until after a year. When 
we are told that the supports of ordinary concrete floors 
may be struck in one week after the floors have been laid, 
we have only to refer to this figure to be convinced of the 
danger of following such advice. A period of from four to 
six weeks ought always to elapse before any stress is put on 
such floors, either by removing the supports or by trafiSc. 

It must not be considered that all cements increase in 
strength in the degree shown in the figure, or that the ratio 
beween the neat cement and the mortars is always the same; 
the figiue must be taken as approximate only. The tensile 
strength of the neat cement at seven days is only 300 lbs. 
per sq. in., even after allowance has been made for the im- 
perfect form of the briquette used in testing ; nowadays, a 
strength of 450 lbs. to 600 lbs. is common. The strength, 
at different ages, of mortars made from cements of various 
initial strengths, may be roughly estimated by using a 
different scale for measuring the curve of strength from the 
base line; thus Scale 1 (see Fig. 3) may be used for cements 
with a strength of 350 lbs. at seven days, and Scale 2 for 
400. 

Professor Unwin states that “ for ordinary tension 

* Proceedings Inst, of C, F., vol. sxv. (1865-6}. 
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briquettes the gain of strength is nearly proportional to the 
cube root of the time of hardening, and that both for a 
neat cement and cement mortar.” In other words, if the 
strength at seven days be taken as 1, the strength at 
tvventy-eight days will be 1 *6, and at six v^eeks 2. 

Dueability. — The further question remains — Is the 
strength of Portland cement permanent? Mr. Grant says 
that the process of hardening goes on for years, and “ there 
is no reason to fear that good cement ever deteriorates.” 
His opinion is based on the result of a series of experiments 
extending over ten years (1858 to 1868) * the tests daring 
the last three years gave slightly lower results, but this he 
considers to have been due to the fact that the briquettes 
had been neglected and moved from place to place owing to 
the death of the person who had had charge of them. We 
need not say that Mr. Grant’s opinion on any matter con- 
cerning Portland cement carries great weight. 

Mr. A. E. Carey, in a paper read in November, 1891, 
before the Institution of Civil Engineers^ said : — “ The 
molecular structure of Portland cement changes with age, 
its hardness and brittleness increasing, and its elasticity 
diminishing. There is a point, therefore, at which the 
cement begins to show a falling off in tensile strength, while 
the compression tests continue to improve. The gauging of 
cement with sea-water [instead of fresh] allows this result 
to be attained more speedily with the same cement.” 

Experiments recently made by Baron Quinette at Havre, 
show a great falling-off in the tensile strength of neat 
cement after the first year, while that of mortars goes on 
increasing during several years.” 



CHAPTER VII. 


MAT RICE S — {coni inued^. 

III. Artificial Cements icontinned') 3 . Portland cement (jion- 

eluded ') — Resistance to fire — Soundness — Time of settins- Air- 

slaking — Storing— Expansion and contraction— Specifications. 


Resistance to Fire. — The superiority of Portland over 
some other cements and plasters in respect of resistance of 
fire, has already been mentioned in Chapter III., pp. 34-39. 
It is, of course, acknowledged that Portland cement is not 
proof against great heat and sudden quenching, hut it may 
be asked — What material is ? Certainly iron and steel are 
not: limestone, granite, and sandstone are not. Indeed, 
very few of the materials which are used in modern 
buildings can withstand such a test. Portland cement 
is undoubtedly a fire-resisting material, and a good 
one, but it is not, — and very few materials are, — fire-proofi 
Mr. Thaddeus Hyatt, in his book on Portlaud-Cement- 
Concrete,’’ mentions a “ New Portland Cement, specially 
prepared to resist fire,” but apparently this is not in the 
market to-day. 

Soundness. — The fineness, tensile strength, and soundness 
are three of the most important particulars to be ascer- 
tained respecting any Portland cement. The fineness of a 
cement is an indication, other things being equal, of its 
sand-carrying properties, — the finer the cement the 
more sand will it take. A finely-ground cement is also 
less likely to be unsound than a coarse cement. The im- 
portance of a high tensile strength is patent to every one. 
But if a cement he finely-ground and of great strength, and 
withal have not soundness, it ought not to be used. 
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An unsound cement may attain great strength at first ; 
concrete made with it may harden properly, and seem for 
weeks, and even months, to be thoroughly hard and sound, 
but gradually a change is apparent, the concrete begins to 
disintegrate, and after a time becomes an almost incoherent 
mass of rubbisL Then, the architect must perforce order 
the work to be done over again, and time and money are 
lost. But sometimes the defect is not observed before the 
final certificate is granted; perhaps the foundations are 
covered before the unsoundness is apparent, or the floors have 
their upper and lower surfaces finished, and so on, but 
sooner or later the failure is visible. In one case, 18 in. 
brick walls were thrust out of perpendicular by the expan- 
sion of concrete floors made with unsound cement. 

A test for soundness can be carried out without much 
difficulty, but as some cements take such a long time before 
their unsoundness develops to any dangerous extent, an 
artificial means of accelerating the hardening process has 
been desired. Some persons have advocated, but not wisely, 
the making of thin pats of cement-paste on an iron plate 
and heating them on a gas-jet or in front of a fire. The 
best apparatus which has yet been devised is that described 
by Mr. Faija in his book on Portland cement. 

The fact that moist heat accelerates the hardening of 
cement is the leading idea in Mr. Faija's test, and this is 
turned to account by placing the cement pats on a slip of 
glass within a closed vessel, containing water under the 
glass ; this water is kept at a fairly uniform temperature of 
about 112 deg. to 1 1 7 deg. Fahr. .Mter remaining three hours 
in the damp atmosphere of this vessel the pats are put into the 
hot water and allowed to remain there for twelve or fifteen 
hours, when they are taken out and examined for cracks, 
lifting from the glass, warping, &c. If these are visible, 
the cement must be accepted with caution, or, in bad cases, 
condemned altogether. 

It is, however, possible for anyone to carry out a test 
which will be of some aid in ascertaining the soundness of 
a cement, although it is not of equal value to the test 
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already described. Take samples of the cement from three 
or four bags or barrels, immediately on their arrival at the 
building-site, and mix the different samples together dry. 
Then make, on two pieces of glass, two pats of neat cement* 
say, 2 in. or 3 in. diameter, and about J in. thick at the 
centre, but thin at the edges. The time of setting may be 
ascertained during the progress of this test. 

When the pats are set hard, place one in water and 
examine it daily. If the cement have any tendency to 
“blow,” — ^z.e., ii it be unsound, — ^very fine cracks will 
appear at the edges, and the edges may leave the glass. 
The other pat, kept in air, ought when hard to have a 
greyish-white hue j a buff colour indicates an “over-clayed” 
cement, and such cements are weaker than cements of proper 
composition, and are, as has already been stated, liable to 
crumble away on exposure to the atmosphere. 

Another cause of disintegration is the presence of free 
quicklime in the cement ; the danger arising from this can 
be minimised by properly air-slaking the cement before 
using it, but an over-clayed cement cannot be improved, — 
it ought to be rejected. Similar pats made of cement and 
sand (1 to 3) may be made and tested as above with 
advantage. 

Time of Setting. — ^The time of setting of different Port- 
land cements varies from a few minutes (say, ten) to as 
many hours. If apatof neat cement is indentedby a moderate 
pressure of the thumb-nail at the end of two hours, it may 
be considered slow-setting. It is customaiy now to notice 
the time of “ initial set,” that is, the commencement of the 
stiffening process, and the “ set hard,” which is the time 
when the cement wiU bear without indentation a moderate 
pressure of the thumb-naiL The former is valuable, as it 
enables us to form an idea of the limit of time within which 
the cement ought to be deposited in work after being 
gauged. It is determined by gauging a sample of cement 
and observing one or more pats kept in air. If greater 
accuracy be required, the time of setting can be ascertained 
by the needle test, but the thumb-nail test is really quite 
sufficient 
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As a rule, a highly-burnt cement sets more slowly than 
one lightly burnt, but there are exceptions, and more 
frequently the rate of setting depends rather on the com- 
position of the cement than on the burning. An excess of 
alumina increases the rapidity of the setting, as in Roman 
and similar cements ; excess of lime has the opposite effect. 
Fineness of grinding also hastens the setting, and to 
counteract this effect many manufacturers add from- 1 to 2 
per cent, of gypsum during the grinding process ; larger 
quantities of this material endanger the permanence of the 
strength of the cement. 

The time of setting is delayed by storing and thoroughly 
air-slaking the cement, and the same effect can be produced 
by adding sulphuric acid or gypsum (sulphate of lime) on 
gauging. In either case, the maximum strength of the 
cement is more rapidly attained. 

Experiments made by Mr. Grant in 1877 showed that 
cement spread in air for seventeen hours took five or ten 
minutes longer to set, and bore at seven days 5 per cent, 
more tensile stress than the same cement gauged as soon 
as it was taken from the sacks. Experiments by Messrs. 
Dyckerhoff confirm this, and show further that the addition 
of 1 per cent, of gypsum to a cement, which set in twenty 
minutes, delayed the setting to 600 minutes, and 2 per cent, 
delayed it to 840 minutes, and in both oases the strength of 
the cement, whether tested neat or with sand, was consider- 
ably increased ; the increase of strength with 2 per cent, of 
gypsum was about 13 per cent, at the end of a year. 

Storing the cement for some months altered the time of 
setting from twenty minutes to 630, and the stored cement 
mixed with three parts standard sand was 20 per cent, 
stronger at the end of a year than the original cement tested 
in the same way. 

The advantages possessed by slow-setting cements in 
strength, convenience of manipulation, &o., are of great 
value, and such cements are for ordinary purposes prefer- 
able to quick-setting ones. 

Air-Slaking. — “ Air-slaking ” is the name given to the 
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process of converting the quicklime, present in cement, into 
hydrate of lime, by means of the atmosphere. It depends 
for its action on the fact that quicklime has so great an 
affinity for water that it absorbs it greedily from ordinary 
air, and is converted into slaked lime by an amount of 
moisture so small as not to cause the cement itself to set. 
Air-slaking is effected by storing the cement in bulk, so that 
the air can have free access to it. 

Some persons consider that ordinary Portland cement 
does not contain more than 1 per cent, of free lime, but as no 
method of accurately ascertaining this exists, the figure is, 
perhaps, more or less guess-work. Judging from the 
increase of bulk, which ensues from thorough air-slaking, 
we are inclined to believe that cement of that description 
contains in many oases 3 or 4: per cent, of free lime, and 
some cements probably contain considerably more than this. 
When we remember that calcium oxide is converted by 
slaking into calcium hydrate, a substance two or three 
times its bulk, we cannot fail to see that the development 
of this slaking action in a cement-paste which has already 
begun to set, must be injurious and must at the very least 
lessen its ultimate strength, while in extreme cases it may 
prove disastrous. 

The effects of pz'operly air-slaking Portland cement are 
(1) retardation of the time of setting,* (2) increase of 
strength, (3) lessening or the total loss of any tendency to 
“ blow,” (4) diminution of expansion ih setting, and (5) in- 
crease of bulk and consequent decrease of weight per 
bushel. 

Storing. — k. clause is frequently inserted in specifications 
to the effect that the cement must be stored in bulk for a 
certain length of time in a suitable room. Some cements 
naturally require longer time for “purging” or air-slaking 
than others, as they contain more quicklime; and some 
cements are purged to a considerable extent by the manu- 

* Occasionally a cement which is slow-setting when freshly ground 
becomes quick setting after storage, but in such cases it will general- 
ly be found that the cement contains gypsum, which has been added 
to retard the setting. 
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facturers before they are put into bags or barrels, and con- 
sequently may require little or no purging after their arrival 
at the works. 

As we have already explained, Portland cement ought 
not to be used quite fresh, but opinions differ as to the 
length of time which it ought to be kept before being used. 
An extremely fine cement theoretically requires no exposure 
at all. A good cement should be sufficiently air-slaked by 
an exposure of from one to three weeks. It is not enough 
to keep the cement in bags or barrels for that length of 
time, but it must be emptied upon a wooden or damp-proof 
concrete floor in a dry building, to a depth of 2 ft. or 3 ft., 
and allowed to remain there for the specified time, being 
occasionally turned over. Even cement, which has been 
kept in bags for months, ought to be stored in bulk before 
beiug used. 

Great care must be exercised that the cement is not 
stored in a damp place, such as a cellar, or on a floor of 
flags or other material, between the joints of which, or 
through which, moisture can easily rise, as this moisture 
attacks the cement and causes it to set into hard “ cakes,” 
which are almost as worthless as so many lumps of lime- 
stone. Cement, exported to a warm and moist country, 
has become lumpy, even though it has been carefully 
packed and kept in paper-lined barrels, and concrete made 
from it has proved a failure. Exposure to heat is also 
detrimental to cement. 

There is a limit beyond which cement ought not to be 
kept, but it is impossible to lay down any hard-and-fast 
rule, as the limit will vary according to the nature of the 
cement and the manner of storage. The coarser the cement 
the longer the exposure which is required. 

Where a test for soundness is specified, there is not so 
much necessity for specifying that the cement shall be stored 
in bulk for a definite period ; because, if the cement be un- 
sound when fresh, it of course falls short of the specifica- 
tion, and can, therefore, be rejected. The contractor will in 
this case be only too glad to render it sound, if that can be 
done by storing it in bulk for a fe'w weeks. 
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Where, however, no test for soundness is specified, the 
proper storage of the cement in bulk (not in bags or barrels) 
for some weeks, must be required. The contractor may try 
to evade this demand, but it must be insisted on, even 
when the cement has been obtained from a manufacturer of 
good reputation, whose name may have been mentioned in 
the specification. Otherwise the best results will not be 
obtained. 

Expansion and Contraction. — ^With respect to the 
expansion and contraction of cement during hardening, 
Mr. Grant, in his paper in 1880, gave the inferences 
which he had drawn from the experiments of Messrs. Dycker- 
hoff and others. They were : — “ 1. That all cements ex- 
pand more or less when hardening in water ; 2. That the 
expansion of good cement is so very slight that in practice 
it need hardly be taken into consideration ; 3. That it is 
greatest when the increase of strength is most active \ 

4. That it diminishes in proportion to the addition of sand ; 

5. That it is greatest with new cement, and least with that 
which has been kept in stock ; 6. That it is increased by 
the addition of gypsum ; 7. Further experiments prove that 
it is greatest with over-limed or lightly-bumt cements, and 
that all cements contract when drying, and expand on being 
put into water.” 

The experiments by Messrs. Dyckerhoff, to which 
Mr. Grant referred, were made on twelve varieties of 
cement, at the ages of 1, 4, 13, 26, 39, and 52 weeks; 
prisms 10 centimetres long (=3-97 ins.) and 5 centimetres 
square were placed in water, and their expansion was noted 
in millimetres. The results showed that a bar of good air- 
slaked cement and sand (1 to 3) had expanded only 
of its length in a year; in other words, a bar 1000 ins. long 
(83*3 ft.) would be only *35 of an inch longer at the end of 
a year. The addition of 2 per cent, of gypsum seemed to 
double the amount of expansion, while the addition of 
5 per cent, increased it about twelve-fold. 

No harm can be done by the moderate amoimt of expan- 
sion which ordinary cement concrete undergoes in the pro- 
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cess of hardening, as in practice the force of expansion will 
be resisted by the dead weight of walls or ground or other 
material against which the concrete abuts, and the result 
will be the compression, to a slight extent, of the concrete. 

This expansion during hardening must not be confounded 
with the expansion and contraction due to changes of tem- 
perature. The cracks, which occur in badly-laid paving, 
and, sometimes, in walls of great length, are most frequently 
due to the effects of heat and cold, and can be prevented 
by a little forethought. All materials are subject to varia- 
tion under changes of temperature, and it is the duty of 
the architect and engineer to take note of such variation, 
and to counteract its ill effects. Special joints are required 
to allow for the expansion and contraction of large iron 
roofs and bridges, and it is no reason for decrying concrete 
if somewhat similar precautions have to be adopted to keep 
it free from defects. 

The actual amount of the expansion and contraction of 
concrete, caused by changes of temperature, has not often 
been tested. Mr. Thaddeus Hyatt found that neat Port- 
land cement had ‘*a lineal expansion of ‘00137 for 180 
degrees of heat as compared with *0014 for wrought iron, 
a result so near that the expansion may be 'considered to be 
the same.”* 

Specifications. — The variety of specifications for Port- 
land cement is somewhat bewildering. We have already 
mentioned Mr. Gostling’s list of twenty-one specifications, 
almost all different, but Portland cement is now better 
understood, and specifications ought not to differ to the 
extent they did a dozen years ago. It is not possible, of 
course, to formulate a specification which shall be suitable 
for all circumstances ; for instance, in the great majority of 
cases a slow-setting cement will be most useful, but there 
are oases where a quick-setting cement is quite necessary, 
such as foundations in running water, underpinning, &o. 
Some important characteristics of cement, — ^namely, its 

* “ Experiments with Portland Cement Concrete combined with 
Iron,’’ p. 19. 
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fineness and soundness, need not vary, and the tensile 
strength need vary only for those works where quick-setting 
cement is required. Briquettes of neat quick-setting cement 
may be specified to give higher results at early dates (three 
and seven days) than those made from slow-setting, but 
lower results at later dates. 

The German standard regulations, among other things, 
require that the cement shall be thoroughly sound, — ^that 
a thin pat of neat cement which, after setting on glass, is 
placed in water, shall not crack at the edges, — that not 
more than 10 per cent, of it shall remain on a sieve with 
5,806 meshes to the square inch (the thickness of the wire 
being equal to half the width of the meshes), and that 
cements requiring more than half an hour to set, made into 
briquettes with three parts by weight of standard sand, 
and tested after being one day in air and twenty-seven days 
in water, shall have a tensile strength of 227 ’5 lbs. per 
square inch, and a compressive strength of 2,275 lbs. per 
square inch. 

Mr. Grant in 1880 communicated to the Institution of 
Civil Engineers a specification based on the German standard 
regulations then in force. The chief requirements of this 
specification may be summarised thus : — Fineness^ not more 
than [20 or 10] per cent, residue on a sieve of [6,400 or 
5,806] meshes to the square inch; tensile strength^ at 
twenty-eight days, of cement gauged with three times its 
weight of dry sand, which has passed a sieve of 400 and 
been retained upon one of 900 meshes to the square inch, 
to be [142 or higher number] lbs. per square inch for 
cement which sets when neat in less than two horn's, and 
[170] lbs. per square inch for cement which takes from two 
to five hours to set neat. 

If the weight and tensile strength of the neat cement be 
specified, Mr. Grant would insert the following clauses : — 
Weight, not less than 112 lbs. to the bushel ; tensile strength 
of neat cement, at least 400 lbs. per square inch at the end 
of seven days, and 550 or 600 lbs. after twenty-eight days, 
the briquettes being one day in air and the rest in water. 
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Mr. Grant also required the contractor to store the cement 
in bulk in a suitable room until tests had been made. 

Mr. V. de Michele considered that a simpler specification 
could be framed, which would answer the purpose quite as 
well as the one proposed by Mr. Grant. He suggested : — 
“ 1. The Portland cement, before being used, to stand 
300 lbs. tensile strain per square inch seven days after 
gauging; the average of not less than three breakings 
being taken. 2. The cement to be finely ground, leaving 
a residue not exceeding 10 per cent, after passing a sieve 
of 2,500 holes per square inch. 3. Pat samples J in. 
thick, made at frequent intervals, and immersed in water 
within one hour, to show no cracks from expansion within 
forty-eight hours after gauging.” “ He would discard the 
weight per bushel test, as being useless and misleading.” 

Mr. Michele subsequently suggested another specification, 
which will be found in the Builder for April 2, 1892. We 
reprint it here, with a few verbal alterations, so that it can 
be more easily compared with his specification of 1880 ; — 
“ 1. Tensile strength, 400 lbs. per square inch at seven 
days ; the test bricks to be gauged by a skilled man, with 
any quantity of water, in any way he likes ; the average of 
three to be taken, which shall represent about 100 tons or 
less :* the strain to be applied as quickly as possible. 
2. Fineness, 10 per cent, residue on a 50 sieve (2,500 
meshes to the square inch) made of wire one-hundredth of 
an inch in diameter; shaking to be continued until no 
more of the cement passes through the sieve. 3. Sound'- 
ness, pats one-eighth of an inch thick, gauged on glass, 
immersed in water immediately, and left there for the 
whole period, must be absolutely sound at seven days ; one 
pat to be made for each three bricks.” 

It will be noticed that the second specification demands 
one-third more strength than the first, and requires pats to 
be ^ in. thick instead of J in., to be immersed immeiately, 
and to remain in water seven days instead of two; the 
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latter specification is nndoubtodlj better than the earlier 
one, but is not a.s stringent as many recent specifications, 
of which the following summary of one submitted to the 
Society of Engineers will serve as an example : — 

Fineness of Grmdmg . — The residue on a Xo. 50 standard 
sieve to be not more than J- per cent, by weight, on a Xo. 

7 6 sieve not more than 5 per cent., and on a Xo. 100 sieve 
not more than 12 per cent. 

Time of Set . — A pat of neat cement gauged with the 
minimum of water at 60" Fahr. and placed on glass or 
other non-porous slab shall not commence to set in less than 

8 minutes or take longer than 5 houi's to set hard. 
Sound7iess , — A pat submitted to moist heat and warm 

water in the Faija apparatus at 110^ and 120' Fahr. 
respectively, shall show no cracks or signs of expansion after 
24 hours. 

Tensile Strength . — Briquettes of neat cement gauged with 
the minimum of water on a non-porous bed and placed in 
water 24 hours after gauging, shall carry an average 
tensile strain of not less than 350 lbs. per sq. in. at 3 days, 
450 lbs. at 7 days, and 550 lbs. at 28 days. 
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.IXALYSES OF HYDRAULIC LIMES AYD CEMEYTS, AYD 
THEORIES OF lYDURATIOY (Table YII.). 

Analyses of Limes ayd Cements. — It has been already 
stated that hydraulic limes (with the exception of mag- 
nesian limes) and cements (with the exception of plaster of 
Paris and allied cements), depend for their hydraulicity on 
the mixture of lime and clay from which they are produced, 
and that the proportion in which these ingredients exist, 
has a great influence on the Talue of the lime or cement. 
But the value does not depend entirely on the composition 
of the raw material, for hydraulic limes nicxy be calcined 
from material containing from 8 to 20 or even 30 per cent, 
of clay, and Homan and similar cements from material 
containing 25 to even 40 per cent., while Portland cement, 
the most valuable of all, hovers in composition between the 
two, containing in the ra-w state from 23 to 28 per cent, of 
clay. 

From this it is evident that, while clay possesses the 
power of rendering lime and cement ‘‘ hydraulic,''' and 
while, roughly speaking, increasing quantities of clay 
confer increasing ra.pidity of set, yet other considerations, 
besides this of mere quantity, affect the real value of the 
product. Chief of these, are the degree and the duration 
of ihe heat, to which the rtiw materials are subjected in 
the kiln, and the presence of iron or other substances 
Tvhich act as fluxes ” and which, if present in excess, 
cause the fusion or vitrification of the material at a heat 
less than that required for the production of the best 
Portland cement clinker. Greater heat is required in the 
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manufacture of Portland cement than of the others, and it 
is only by this means that the proper chemical changes, on 
which the peculiar value of the cement depends, can take 
place. If the calcination of Portland cement material were 
only carried to a certain point, a hydraulic lime would be 
the result. Koman and similar cement-stones fuse at 
temperatures below that required for Portland cement. 

The preceding table gives analyses of various limes and 
cements, and it will be noticed that the Bamstone Blue 
Lias lime and the Portland cement No. 10, are very similar 
in composition. The small proportion of lime in the 
natural cements and the slag cement, may also be observed. 

It does not appear to be very clearly understood what 
part each constituent plays in the setting of lime and 
cement. The lime and silica undoubtedly play the most 
important part^ but the action of the rest is still somewhat 
obscure. Knapp, a German writer, considered that iron and 
alumina are only of indirect service, but that soda and 
potash, which combine with silicic acid to form silicates of 
soda and of potash, and are in that form soluble in water, 
act as “ transferrers of silicic acid to the lime.” Sulphuric 
acid, whether added in the form of acid or of gypsum 
(sulphate of lime), has the effect of retarding the setting, but 
in excess it is injurious; so injurious, indeed, is it considered 
in France, that any Portland cement which contains more 
than IJ per cent, of it is condemned without further 
testing. Magnesia is another ingredient which has been 
loudly spoken against, its presence in Portland cement 
being said to result in the ultimate destruction of the latter 
if placed in the sea; the case against it has not been 
proved, and has probably been ovei'stated. 

Effects op CALcmATiOK — ^The moisture contained in the 
raw materials is rapidly driven off in the kiln, and the car- 
bonic acid gas forming part of the chalk or limestone is 
also quickly expelled ; so far, the results of calcination are 
similar to those produced in the calcination of fat lime. 
But hydraulic limes and cements contain clay and other 
ingredients, and all, or, at any rate, most, of these are 
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affected by calcination. The reactions which take place 
are even now only imperfectly nnderstood. It appears 
that the clay is split up into its component parts, namely, 
silica and alumina, at an early stage of the burning, and 
that the calcium oxide or quicklime, remaining after the 
expulsion of the carbonic acid gas, combines with these to 
form silicates and aluminates of lime, the exact nature and 
value of which depend upon the proportion which the 
several components of the raw material bear to one another, 
and upon the temperature at which they are burnt, and, 
further, upon the duration of the burning. 

Theories op Induration. — ^One of the earliest theories 
of the setting and hardening of cement was that of Petten- 
kofer, published about 1850. He considered that calcina- 
tion should, at a moderate temperature, convert the calcium 
carbonate into calcium oxide, and at a high temperature 
should effect ‘‘ a chemical combination of silicic acid with 
alumina, iron, and the alkalies, the silica being by this 
means protected from at once combining with the lime, but 
made available for future chemical action under changed 
conditions brought about on the addition of water.” When 
water is added, the silicic acid is freed from the combina- 
tions effected by calcination, and combines with the hydrate 
of lime (into which the water has converted the calcium 
oxide) to form silicate of lime ; this “ partially decomposes 
the other silicates of alumina and iron in the act of hydra- 
tion, forming double hydrated silicates, which are prac- 
tically insoluble.”* 

Knapp, another German writer, declared that a portion 
of the calcium oxide formed during calcination reacts upon 
the clay and converts it into a compound easily decom- 
posed by acids. This compound and the excess of calcium 
oxide, when water is added, react upon each other in such 
a manner, he says, “that a solid stone-like silicate” is 
produced.* 

* ProceedingB of the Inst, of C. J?., 1879-80, vol. hdi., paper No. 
1,649, by Messrs. Scott and Eedgrave. 
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Another authority, — to wit, Mr. Guthrie, Demonstrator 
of Chemistry at the Sydney University, — ^states that at a 
comparatively low temperature the lime is converted into 
silicate of lime \ and that a high temperature induces the 
formation, in addition to this, of aluminate of lime, and 
finally of a double silicate of alumina and lime. This 
double silicate, and also the aluminate of lime, on the 
addition of water form hydrated silicates and alumiiiates, 
vrhich set by crystallising. 

A French mining engineer, M. Le Chatelier, has pub- 
lished the conclusions at which he arrived after making 
numerous experiments with silica, alumina, and lime. A 
short account of these will be found in The Engineer for 
Sept, and Oct. 1888, and in The Builder for July 6, 1889. 
M. Le Chatelier discovered that the only combination of 
silica and lime, which will “set” on the addition of water, 
is the tri-calcium silicate, SiOg + 3CaO ; this, how- 
ever, cannot be produced by simply burning these sub- 
stances together, and it is therefore probable that its 
formation in cement-clinker is brought about by the 
influence of some other ingredients of the cement, perhaps 
iron and alumina or the alkalies. The following equation 
expresses the chemical changes,’ which take place on the 
addition of water to this tri-calcium silicate : — 

2 (SiOg, 3CaO) + 9HgO = 
tri-calc." silicate water 

2 (SiOg, CaO), 5HgO + 4 CaHg 03 . 

hydrated calcium silicate calcium hydrate. 

The hydrated silicate of lime thus formed, is dissolved 
by the water, which becomes super-saturated, and conse- 
quently crystallisation suddenly occurs, the lime being 
deposited “ in extremely attenuated fibre-like prisms, .... 
united by one extremity to a central point so as to form 
little spherical groups.” Thus the changes are “the 
chemical one of hydration, and the physical ones of solu- 
tion, super-saturation, and crystallisation.” 

With reference to alumina^ M. Le Chatelier discovered 
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that several different combinations of this substance and 
lime “set like plaster when pulverised and mixed with 
water, but all decompose in excess of water, and when the 
excess is considerable, they may be completely dissolved.” 
In the presence of free hydrate of lime, however, a 
hydrated aluminate of lime (AI 2 O 3 , 4CaO, may 

be formed, which soon crystallises in a similar manner to 
the hydrated silicate of lime. An examination of the fore- 
going equation, representing the chemical changes which 
occur on the addition of water to the tri-calcium silicate, 
shows that four molecules of hydrate of lime are set free 
on the formation of the hydrated silicate of lime, and it is 
this hydrate of lime which, according to Le Chatelier, 
brings into action the tri-calcium aluminate in the cement. 
The result may be thus expressed : — 

Al.Og, 3CaO + GaH^Oo + IIH^O = Al^O^, 
4 CaO;; I2H3O. 

Dr. Michaelis recently declared that “highly silicious 
cements, poor in alumina, set slowly, sometimes too slowly; 
but from the moment of setting they harden with energy, 
continue to increase in strength for a long time, and finally 
attain the highest strength. Cements rich in alumina set 
quickly, sometimes too quickly,”* but can be made slower- 
setting by the addition of gypsum, the use of which, says 
the doctor, has been wrongly condemned. 

It is probable that the action of slag cement may throw 
some light on that of Portland cement. Slag itself con- 
tains lime, silica, alumina, and other substances, in varying 
proportions. A slag suitable for conversion into -cement 
may contain, say, 36 per cent, of lime, 30 per cent, of 
silica, and 23 per cent, of alumina. These have been con- 
verted, in the enormous heat of the blast-furnaces, into 
compound silicates of lime, alumina, &c., which undergo 
little or no change on the addition of water : they are 
practically inert. But when ordinary slaked lime in 

* Proceedings of the Inst, C, vol. cvii. (1891-2, part i). 
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powder is mixed with the ground slag, a cement is formed 
which sets on the addition of water, and attains great 
strength. We know that slaked lime (calcium hydrate) 
does not set in water, and the ground slag itself has 
no hydraulic properties; it is evident therefore, that the 
setting must be due to a reaction between these substances. 
This seems to point to Knapp's theory as the correct one, 
but not conclusively, for, as Mr. G. R. Redgrave has stated, 
it is possible that the intense heat of the blast-furnace may 
result in the formation of compounds quite different in 
their action from those formed in the lower temperature of 
a Portland cement kiln. 

Experiments by M. Perrodil, published in the Annales 
des Fonts et Chaussees, 1884, seem to show that Portland 
cement which is allowed to harden in the air, absorbs car- 
bonic acid gas from the atmosphere to the extent of about 
6 per cent, in the first six months, while cement immersed 
in water remains free from it. The briquettes, kept in 
water, and therefore free from carbonic acid gas, offered 
about twice as much resistance to compression as the 
others, betw’een the ages of one and six months ; but this, 
we may say, is an abnormal difference. 

Many modern cements contain a greater proportion of 
lime than those described in Table XIL, — that is to say, 
from 62 to nearly 63 per cent, — while the soluble silica is 
about 21-5 per cent., and the alumina and oxide of iron 
together from 10-7 to 11 per cent. 



CHAPTEE IX. 

^VATER. 


Action— Insufficiency and excess— Quantity required — Eneci: of 
quantity on (1) the density of concrete, and (2) the strength of 
concrete — Loss bj absorption. &c. — Concrete deposited in water 
— Impurity of water and its enects — Sea-water — Warm water. 

Action. — Water is necessary for the setting and harden- 
ing of hydraulic limes and cements. It does not form a 
merely mechanical mixture •\;\’ith these in the way it does 
with pure hydrate of lime, but it unites chemically with 
them, as we have already seen, forming new compounds of 
an indurating nature. 

Insiiffigiency and Excess. — It is eyident, therefore, 
that the quantity of water added to cement or hydraulic 
lime is of no little importance. If too little be used, some 
of the lime and cement remains more or less in the form of 
powder and cannot attain to that strength for which it was 
intended ; and the mortar or concrete is peryious to mois- 
ture, and therefore more liable to destruction by frost and 
atmospheric agencies. On the other hand, there is no 
doubt that an excess of water is injurious to the strength 
of the cement, whether neat or mixed with sand. The 
water is scattered in little globules throughout the paste 
and around these the cement sets; gradually the water 
evaporates, and on the briquette being broken, little 
globular cells, in which the vrater-drops had lain, are dis- 
closed, and are seen at once to he a source of weakness. 
Excess of water also retards the hardening of the concrete, 
and there is the further danger that it may wash away 
some of the finest and best particles of the cement during 
the operation of mixing with sand and other material. 
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Qua^ttity Required. — We have already seen (page 63), 
that from 18 to 25 per cent, (by weight) of water is used 
in making briquettes of neat Portland cement, while, for 
briquettes of cement and sand, the weight of water must 
be about 10 per cent, of the combined weight of the two 
dry ingredients. This 10 per cent, by weight is equivalent 
to about 12*5 per cent, by volume, or, in other words, one 
volume of water to eight volumes of cement and sand. 
But we must remember that this is for making briquettes 
in laboratories, where, it may be expected, no water will be 
allowed to run to waste or be lost by evaporation, and 
where none will be absorbed by any surfaces with which 
the briquettes come in contact. This is very different 
from the conditions which obtain in practice, where water 
may drain away from foundations into the ground, or drip 
through the centring of floors, or be evaporated by the 
heat of the sun, or dried by passing winds. 

It is now generally conceded that it is better to use too 
much water than too little, but it is best, of course, to use 
the right quantity, neither more nor less. Mr. E. C. Clarke 
thinks that Portland cement concrete requires from 21 to 
23 gallons per cubic yard. Mr. A. E. Carey said at the 
iTistitution of Civil Engineers (1891) that he had obtained 
the best results by using about 22 gallons of water per 
cubic yard of raw materials, or about 1 part by volume to 
7^ or 8 parts, “less than this not securing that glassy film 
upon the surface of work which is so desirable, and, more 
than this, washing away some portion of the soluble alumina 
silicates [szc] which are the active ingredients in concretion.” 
The quantity recommended by Mr. Clarke and Mr. Carey is 
practically identical with the quantity required in making 
briquettes, and leads us to imagine that they refer only to 
concrete deposited in wet or moist situations, such as works 
in the sea, or to concrete carefully protected after 
deposition. 

Mr. H. K. Bamber says that good cement requires for its 
thorough induration 40 lbs. (i.e.^ 4 gallons) of water per 
cubic foot. If we take the weight of such a cement at 
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112 lbs. per bushel, or 87 lbs. per cubic foot, it be 
seen that he advocates the use of 46 per cent, (by weight) 
of water with cement. This is so much in excess of any 
other quantity which we have seen advocated for neat 
cement that we think he must refer to cement when used 
in concrete with materials which are of an absorbent 
nature. 

Effect op Quantity on the Density of Concrete. — 
Some experiments made by Mr. Bamber in 1889 and 1890 
are of considerable interest in this connexion.* He made six 
blocks of concrete, all consisting of one part new Portland 
cement, 2 parts sand, and 4 parts shingle. Two of these 

(A) were made with the “full quantity of water that the 
cement 'would take up,’* namely, 10 lbs. ; two (B) were 
made with lbs. of water; and two (C) with only 5 lbs. 
They were allowed to harden for two weeks before being 
disturbed. At the end of this period, one block of each 
kind was placed on a sea-wall, in such a position that they 
were covered and uncovered by the sea at every tide. 
After remaining there for a year, they were removed and 
broken through the middle. The block (A) was “very hard 
and perfectly sound and dry quite through to the surface; ” 

(B) was “ dry in the middle, but on every side the water 
had penetrated about 3 in. and had much weakened the 
block ; ” (C) was “ wet quite through, and was very easily 
broken up, the water having been able to percolate continually 
through the block, and having dissolved much of the lime.” 

The other three blocks were kept in fresh water for 
twelve months “ 'with exactly similar results as to penetra- 
tion of water and strength of blocks,” but the water in 
which block (A) was immersed “remained clear,” that 
containing (B) “ became milky and turbid from the forma- 
tion of carbonate of lime,” and that containing (C) “became 
quite white, and .... the whole block was covered with 
crystals of carbonate of lime, J in. to ^ in. in thickness. 
The lime had been gradually dissolved, and crystallised on 
the surface in the form of carbonate of lime.” 

* Froceedings of the Inst, O, J^., vol. cvii. (1891-2), part i 
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Another experiment, which Mr. Bamber made, corroborates 
the foregoing results. A box measuring 18 ins. each way 
and containing, therefore, 5,832 cubic inches, was com- 
pletely filled by the mass of concrete which resulted from 
the mixing of the following ingredients : — 1,296 cubic inches 
Portland cement, 2,592 cubic inches sharp sand, 5,184 cubic 
inches shingle, and 30 lbs., or 829 cubic inches water. 
These ingredients, not including the water, have an 
aggregate measurement of 9,072 cubic inches, but on being 
mixed together the voids in the larger material were filled 
by the smaller to such an extent that a shrinkage of 3,240 
cubic inches took place. Exactly the same quantities of 
cement^ sand, and shingle were mixed with 15 lbs., or 415 
cubic inches, of water, with the surprising result that the 
box would only contain seven-eighths of the mixture ; in 
other words, the ingredients, on being mixed together, 
shrank only about 2,407 cubic inches. The voids or 
interstices in the latter concrete therefore exceeded those in 
the former by about 833 cubic inches. 

This and the preceding experiments show that concrete 
mixed with its full quantity of water is more dense, and 
therefore less permeable to water, than concrete made with 
an insufficient quantity. 

This conclusion is verified by French experiments ; M. 
Alexander found that mortar gauged with insufficient water, 
set more rapidly, was more porous, and offered less resist- 
ance to the action of sea-water, than mortar gauged with 
either the normal or an excessive quantity of water ; an 
excessive quantity greatly retarded the setting, but yielded 
eventually the full measure of strength. 

Effect of Quantity on the Strength op Concrete. — 
The average compressive strength at the age of 28 days, of 
1 J inch cubes of Portland cement and normal sand (1 to 3), 
was ascertained by Mr. Carey to be 1,679 lbs. per sq. in. 
when 20 per cent, of water was used, and 1,425 lbs. when 
only 10 per cent, was used. The strength of the cubes 
containing the full quantity of water was therefore 18 per 
cent more than that of the other cubes. 
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Loss BY Absobbtion. — ^But it does not follow that cement 
will set to the best advantage, even when the right quan- 
tity of water is used ; for in many cases, no precautions are 
taken to prevent the loss of the water before it has done 
its work. Much Portland cement stucco and concrete is 
ruined, because its moisture is absorbed by the dry surfaces 
with which it comes in contact, or is evaporated by the heat 
of the sun, or abstracted in other ways. One instructive in- 
stance of this will suffice. “ Some Portland cement stucco was 
one day applied to three brick vralls inside a room ; on one 
wall with the greatest success, on another with only partial 
success, whilst on the last it was an utter failure, becoming 
perfectly rotten and crumbling away. .... The simple 
explanation was that the wall on which the stucco suc- 
ceeded best was quite new and damp ; that on which it 
partially succeeded, being an outer wall, was slightly 
damp \ whilst that on which the stucco became rotten, was 
an old internal wiall, and of course quite dry.”* 

In many cases, the injurious loss of moisture by evapora- 
tion is prevented by covering the concrete for a week or 
more with a shallow pool of water, or with a layer of sand or 
sawdust kept continually moists or with straw, sacks, 
which protect the concrete Lrom the direct action of the 
sun’s rays and of wind. 

Again, all aggregates are more or less absorbent, and 
some of them, especially coke-breeze and the like, if used 
dry, greatly injure concrete made with them by drawing 
from the mixture the water necessary for the proper harden- 
ing of the cement. In order to prevent this, all aggregates 
ought to be moistened before being made into concrete ; 
the process of washing the aggregate effects this, and is, 
therefore, most useful and economical when carried out 
immediately before the aggregate is mixed with the cement. 
This proper moistening of the aggregate is a matter of great 
importance. 

CoNCBETK DEPOSITED IN Water. — ^Table I page 20 
showed that briquettes of various hydraulic limes and sand 
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kept in water {after having set in air), were from 30 to 
105 per cent, stronger than similar briquettes kept in air, 
while the strength of Portland cement was approximately 
the same in both cases. Concrete, however, deposited in water 
is invariably weaker than concrete which has set in air. 

Impueity of Watbe and its effects. — Mud of any kind, 
held in suspension by the water, is detrimental to the con- 
crete made with it. Mr. Carey found that briquettes made 
with a certain kind of cemen^ mixed with 20 per cent, of 
distilled water, required three hours to set, and at the end 
of seven days had an average tensile strength of 480 lbs. 
per sq. inch, while other briquettes, similar in every respect, 
except that 1 per cent (by volume) of dried and finely- 
powdered Thames mud was mixed with the water, took 
four hours to set, and broke with 411 lbs., that is to say, 
over 14 per cent, less than those mixed with pure water. 

Water containing organic matter is also more or less 
injurious, and consequently green and stagnant pools ought 
not to be used for mixing in concrete. 

But not only is mud or other matter held in suspension 
by the water injurious to the cement with which it is 
mixed ; matters dissolved in the water also may prove harm- 
ful Such substances as sugar, soda, and salt are, in frosty 
weather, sometimes dissolved in the water used for making 
concrete, either for the purpose of lowering the freezing 
point of the mixture and so allowing it to be manipulated at 
a time when fresh water would be frozen solid, or for the 
purpose of preventing or, at any rate, minimising the 
damage which might possibly be caused to the concrete by 
frost coming before it had set sufficiently. Until there is 
more information on the subject, we shall be justified in 
believing that Portland cement is ultimately strongest when 
mixed with distilled water and nothing else ; all additions, 
whether of mud, or sand, or ordinary aggregates, or of 
sugar, salt, or other dissolved substances, are a source of 
weakness. The use of sugar, however, with fat limes, and 
probably with hydraulic limes and natural cements, is 
attended with advantage. 
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Tlie increase of strength caused by adding a small 
quantity of sulphuric acid to fat and hydraulic limes has 
already been shown in the chapter on Selenitic limes, and 
the effect of adding it to Portland cement has also been 
mentioned. 

In 1891 Col. Seddon drew attention to a curious instance 
of the destruction of a concrete foundation by a spring of 
water, which welled up under it. The water, which was 
brackish and impregnated with red oxide of iron, affected 
the lime in the cement and was affected by it, so that 
the cement would not set, and the nature of the water was 
changed. When holes were cut in the concrete, the spring- 
water rapidly filtered up into them, and, instead of 
being reddish, was green at the bottom and clear at the top, 
and both “smelt and tasted strongly of sulphuretted 
hydrogen, the presence of which was also proved by 
chemical analysis.” Even blocks of good concrete (mixed 
with sea-water), when placed on the damp rotten foimdation, 
soon became rotten themselves. 

Experiments were then made by Col. Seddon, with the 
somewhat curious result that concrete mixed with the 
spnnp-water set properly, but concretes (varying in com- 
position from 1 cement and 3 aggregate to 1 cement and 9 
aggregate), mixed with the green water, were quite rotten. 
The rotteimess was evidently caused by the action of the 
green water and the oxygen of the air. 

Had the concrete been quiteimpervious, it is probable (from 
experiments by Mr. Dyckerhoff) that no damage would have 
been done by the spring of water. Cement-mortar, which 
has been mixed with iron-water, has been found by the 
writer to cause the formation of black stains on ashlar, 
although the mortar itself has apparently remained perfectly 
sound. 

Sea-water. — ^The strength of Portland cement does not 
differ veiy much whether it be gauged with fresh water or 
with sea^water. Apparently the sea-water briquettes are the 
stronger at early dates ; but after a few months the fresh 
water ones take the lead, and continue to give the best 
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results. It must be said, however, that experiments are 
somewhat contradictory on this point. 

Mr. M. J. Powers in America has tested 3,500 briquettes 
made from seven kinds of cement, with the object of ascer- 
taining the influence of sea-water. He found that the 
strength of both Natural and Portland cements mixed with 
salt-water was, at the end of one month, 30 per cent, more 
than when mixed wdth fresh water, but this gain of strength 
was found to vanish during the second month in the 
natural cements, and during the third month in Portland 
cements j thenceforth the fresh-water briquettes having the 
advantage. His conclusions are that “there can be no 
doubt that cement mixed with sea-water gains considerably 
in strength during the first few weeks, but that it does not 
hold out is clearly shown by these results. . . . The 

gain also seems to be greater and more permanent with the 
Portland than with the natural cements. The effect of 
using a 10 per cent solution seems not so good as with a 3 
per cent solution.” 

Some experiments by Mr. Carey show little variation in 
the strength of Portland-cement briquettes, whether gauged 
with — 1, fresh water ; 2, half distilled water and half sea- 
water ; 3, one-quarter distilled water and three-quarters sea- 
water ; 4, sea-water, 25 per cent evaporated ; 5, sea-water, 
50 per cent evaporated. The greatest difference at one 
month was 3*2 per cent, 4 being strongest j at two months 
4 per cent, 4 again strongest; at three months 26 per 
cent, 5 being strongest and 4 weakest ; at six months 35 
per cent, 1 strongest and 4 weakest ; at nine months 8 '2 
per cent, 5 being strongest and 4 weakest ; and at twelve 
months, 27 per cent, the following being the tensile 
strengths inlbs. per squareinch at this date, — 1, — 678 ; 4, — 
605 ; 2, — 592; 3, — 575 ; and 5, — 495. It will be seen that 
the fresh-water briquettes come to the front at the end of 
a year, but the results of the various tests are so strange 
and irrational that we cannot attach much importance to 
them. The tests by Mr. Powers are more likely to be 
accurate. 
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In the case of hydmiKc limes, sea-water, according to 
M. Alexander, exerts a deteriorating influence. 

Cement gauged with sea-water sets more slowly than with 
fresh water. Sea-water has the advantage of having a 
lower freezing-point than fresh-water, and work can, there- 
fore, be carried on with it at times when fresh-water would 
be frozen. It ought not, however, to be used in the walls 
of buildings or in stucco, as it has the property of attract- 
ing moisture, and of causing an efflorescence on the surface 
of the material with which it has been mixed. Again, sear 
water ought not to be used in concrete which will come in 
contact with ammonia, as in the paving of stables, shippens, 
chemical works, (kc. But for foundations, retaining walls, 
and similar work sea-water may be used instead of fresh, if 
more convenient.' 

WiM WATEB.— Sometimes, especially in winter, warm 
water is used for concrete. It has the effect of causii^ the 
cement to set sooner, and for that reason it may in certain 
cases, be employed. 

Sewage.— P ortland-cement concrete is now extensively 
used for sewers and sewage tanks, and is well adapted for 
these purposes, but the concrete must be allowed to harden 
for three or four weeks before the sewage is brought into 
contact with it. Strong sewage seriously injures new 
concrete and cement mortar. 



CHAPTEE X. 

SAND. 

Iniportance — ^E:Sect — Definition and Tarieties of sand — Siliceo7i.s, 
Calcareous (Table XIII.), and Igneous (including puozzolana. 
trass. &c.) — Characteristics of good sand — (1) Cleanliness, (2) 
Coarseness (Table XI Y.). (3} SJiarjpness, (4) Hardness, and (5) 
Durability — Substitutes for sand (Table XY.). 

liiPORTANCE. — We haYe, at some length, considered the 
Yarious limes and cements which are used in concrete. 
The remaining ingredients now call for notice, and at the 
outset we must saj that the disintegration and rottenness 
of concrete are often due. not to the lime or cement, but to 
the aggregate. An instance in point is recorded in The 
Engineer for May 30, 1890 : about a thousand concrete 
blocks, which had been made for the Shillamill Yiaduct on 
the Plymouth, DeYonport, and S.-W. Junction Eailway, 
were perfectly useless, and at length it was discovered that 
the sand which formed part of the concrete contained 
mundic,* a mineral washed down the stream from an 
arsenic mine, and this had totally destroyed the setting 
properties of the cement. Other instances could be quoted 
to show the importance of the aggregate. 

Effect. — The addition of sand to cement-paste has two 
effects : it weakens the mortar and retards the hardening 
of the cement, both in air and in water (see fig. 3, p. 74). 
To pastes of fat and feebly-hydraulic limes, however, the ad- 
dition of a certain amount of sand quickens the hardening of 

* Mundic (known also as “ iron-pyrites ■’) contains 464 parts of 
iron and 534 parts of sulphur ; the injurious effect of large *quan titles 
of sulphur on Portland cement has been already shewn. 
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the mortar in air, and increases its ultimate strength, hut 
this at the best is very little. The more hydraulic the 
lime or cement is, the less is the advantage of adding sand 
except for the sake of economy. Ne^t cement is stronger 
in every way than any mixture of cement and sand. 
Table L, p. 20, shows the diminution in tensile strength 
caused by mixing increasing quantities of sand with various 
limes and cements. 

Rule for Finding Strength of Mortar. — ^An empirical 
rule for finding the approximate strength of different kinds 
of Portland-cement mortar, when the strength of the neat 
cement is known, may be expressed thus : — 

Ultimate strength 
of neat cement 

ultimate strength of mortar. 

Thus, if the tensile strength of a neat cement be 1,000 lbs. 
per square inch at (say) 12 months, the strengths of mortars 
made with it may be expected to be as follows : — 

1 to 1 mortar . 

1 to 2 „ 

1 to 3 „ 

The rule does not hold good for mortars containing more 
than 6 or 7 volumes of sand. 

Definition and Varieties op Sand. — **Sand is, in 
general, a loose aggregation of water-worn particles, arising 
from the disintegration of pre-existing rocks or other 
mineral matter. It is generally composed of quartz-grains 
(quartz being one of the hardest of simple minerals, and 
longest resisting the processes of attrition) ; but it may also 
consist of the particles of shells, corals, &c., hence such 
terms as shell-sand, coral-sand, iron-sand, and the like. 


Y^^ = 6661bs. per sq. in. 
|J^=5001b8. „ 


1 ^ voL of cement + 1 
J vols. of sand + 2 
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Tlie minute particles thrown out by volcanoes, and pro- 
duced by explosive force and attrition, are spoken of as 
volcanic sand.” * 

Siliceous Saijd. — The sands, most commonly employed 
in mortar and concrete, consist of quartz-grains, but are 
distinguished as “pit-sand,” “river-sand,” and “sea-sand,” 
according to their origin. The two last names refer to the 
sand lying in the present river-beds or on the sea-shore, 
while the first refers to sand deposited ages ago in long- 
vanished waters and now forming part of the dry land. 
Instead of these, “ sands ” crushed from different kinds of 
rocks are frequently used. 

Calcareous Sand. — Calcareous sand yields somewhat 
better mortar than siliceous sand, on account of the 
chemical affinity of the former with the constituents of 
the lime or cement. In all probability, also, physical as 
well as chemical causes contribute to the advantage, the 
siliceous sand being as a rule denser and smoother than the 
other. 

Experiments have been made by Mr. Charles Colson on 
mortars composed of equal parts of Portland cement and 
sand of difierent kinds; the results are given in the 
following table : — 


Table XIII.— Oompabative Yalue of Sands (Porous 
AND Non-Porous)* 


Nature of Sand. 

Tensile Strength at 
28 days in lbs. per 
s^. inch. 

Ratios. 

Porous / Portland Stone . 

311-60 

298-60 

264-03 

241-22 

100 

96 

85 

77 




The Portland cement used in the foregoing experiments 
had a tensile strength, neat, of 438-11 lbs. per square inch 

* Dr. Page’s “ Advanced Text-Book of Geology.” 

■f It is not stated whether this was pit-sand or river-sand. 
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at 28 days, and the result is in each case the average of 56 
tests. More Tvater v^as required to gauge the briquettes 
made with the porous “sands” (crushed Portland stone 
and crushed brick), than with the non-porous sands. 

Tests by Lieutenant Innes (Table XY., p. 115) also 
place crushed Portland stone before sea-sand and pit-sand, 
and tests made by Mr. Grant on the crushing strength of 
concrete-blocks (Table XYL, p. 127), show that Portland 
stone is a better aggregate than granite, slag, baUast, <fec. 

Igneous Sands, &c. — ^Igneous rocks are classified as 
Granitic, Trappean, and Volcanic, the last being the name 
applied to those igneous rocks which are of recent forma- 
tion. This Volcanic group is interesting to the architect 
and engineer, because it includes pmzzolanva (from Puozzoli, 
near Naples), trass (from Bhenish Germany), and other 
substances of similar nature, which confer a quite consider- 
able amount of hydraulic energy on pastes of fat lime. 
Such substances are now seldom used in England, but prior 
to the introduction of Eoman and Portland cement they 
were in great demand for works in water. Smeaton used 
puozzolana mixed with Aberthaw lime in the mortar of his 
Eddystone lighthouse. Both Yitruvius and Pliny describe 
its use among the Eomans. 

The chief ingredients of these volcanic earths or sands 
are silica and alumina (the former largely preponderating), 
and these, as we have already shown, are the ingredients 
which give to most limes and cements their hydraulic 
energy. Into the detailed composition of puozzolana, 
trass, &c., and the method of using them, it is not neces- 
sary for us to enter, seeing that they have fallen almost out 
of use in our country, but we must say a word or two about 
the statement which is frequently made, especially in adver- 
tisements, that cement will bind a much larger quantity of 
granite-sand than of any other sand. 

Doubtless this statement rests on the fact that certain 
igneous earths do confer hydraulic energy on lime. Gill- 
more states that the sand of “ certain grauwackes, psam- 
mites, granites, schists, and basalts ” confers a small amount 
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of hydraulic energy, but that they are improved by calcina- 
tion j they can, he adds, be used in larger proportion than 
other sand for mortars, when time can be allowed for the 
sand to develop its hydraulic properties before the mortar 
is immersed. It will be noticed that Gillmore does not say 
that all granites, ifec., have this property, but only certain 
of them, and more recent researches seem to show that fewer 
of these sands confer hydraulic energy than Gillmore thought. 

A French authority, M. Alexander, after numerous careful 
experiments, declared, in 1890, that calcareous sand yielded 
the strongest mortar, and that siliceotcs, granitic^ and silico- 
calcareous sands (crushed from rocks, not natural sands) 
gave results practically equal to one another ; he deprecated 
the use of argillaceous material instead of sand. 

In many parts of Japan a decomposed granite sand is 
found, the coarse, gritty part of which has, according to 
Dr. Takayama, no beneficial efiect whatever on lime, but 
the fine, yellowish powder, resembling “ china clay of good 
quality,” and forming less than one-fourth of the total 
quantity of the sand, does confer hydraulic properties. 

“Some felspathic granites,” says Dr. Page, “like those 
of Devon and Cornwall (Cornish stone), are easily decom- 
posed when exposed to the weather (or artificially ground 
down), and in this state produce a fine impalpable clay 
(silicate of alumina, — silica, 60; alumina, 40), known as 
kaolin or China clay, and largely employed in the manu- 
facture of the finest pottery and porcelain.” The yellowish 
powder in the Japanese sand just alluded to is evidently 
similar to the clay produced by the decomposition of these 
felspathic granites, and, bearing in mind the constituents 
of hydraulic limes and cements, we can quite understand 
that the addition of silicate of alumina in this impalpable 
form may confer upon limes more or less hydraulic energy. 
Indeed, a white cement, which has the same general cha- 
racteristics as Portland cement, but with only about one- 
half its tensile strength, can be made by grinding together 
three parts of chalk and one of kaolin, burning at a red 
heat^ and again grinding. 
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On the other hand, the fine dust formed in crushing 
syenite and other granite rocks, has been found by experi- 
ment to have a weakening effect on mortars, just as other 
fine dust or mud has. 

From this it will be seen that only certain kinds of 
igneous rocks, and these only when decomposed or ground 
to an impalpable powder, confer hydraulic properties upon 
lime, and not ordinary granite, whether in the form of 
grains or of dust. We may assume that those granites 
which weather best as building-stones will confer the least 
benefit on limes and cements. 

Apart, however, from all questions of hydraulicity, 
granite-sand forms excellent concrete, the grains being 
irregular and durable, and not rounded or water-worn as 
are the grains of siliceous sands. Mr. Henry Eeid, in his 
“ Practical Treatise on Concrete,” gives the results of tests 
showing that granite sand yields a mortar about 15 per 
cent, stronger at 28 days than that obtained with Thames 
sand. 

CHARAOTBRiSTrcs OP GooD Sand. — The characteristics of 
good sand are : — 1, cleanliness ; 2, coarseness ; 3, sharpness ; 
4, hardness j and 5, durability. 

(1) Cleanliness. — Sand should be free from clay and 
organic matter, and, if the presence of these be suspected, 
the sand should be thoroughly washed, as they prevent, to 
some extent, the proper hardening of the cement. Mr 
Grant, in 1862-3, found that, at all ages up to twelve 
months (and the experiments were not carried further), 
briquettes made with loamy pit-sand were considerably 
inferior to those made with clean pit-sand. BSs experi- 
ments on briquettes one month old gave the following 
ratios of strength : — 1 to 1 mortar, clean sand 100 — ^loamy 
sand 83 ; 1 to 2 mortar, clean 100 — loamy 78 ; 1 to 3, 
100—74; 1 to 4, 100—84; and 1 to 5, 100—64. 
Briquettes twelve months old yielded the following 
ratios : — 1 to 1 mortar, clean sand 100 — ^loamy 81 ; 1 
to 2, 100 — 87; 1 to 3, 100 — 84; 1 to 4, 100—77 ; and 
1 to 5, 100—77. 
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BiOiiglily speaking, therefore, the presence of loam 
reduced the strength of the mortars about 20 per cent. 
Table III., p. 23, confirms the results obtained by- 
Mr. Grant, and shows the increased cost, per unit of 
strength, of mortars containing loam. 

On the other hand, some experiments by Mr. E. 0. 
Clarke, of Boston, with briquettes of cement and sand, the 
latter containing about 10 per cent, of loam, showed that 
“at one month the breaking loads were only about one- 
half what they would have been had clean sand been used, 
but at six months and one year little difference was observ- 
able.” The knowledge that clean sand gives twice as good 
results at one month as loamy sand, is quite enough to 
preclude the use of the latter. 

Mr. Clarke also found that the presence of clay “in 
moderate amounts ” does not weaken cement-mortars ; but 
this is certainly contrary to the general belief. 

Sand from roads, pits, and sluggish streams or ditches 
must be looked upon with suspicion, as it will in all proba- 
bility contain fine mud, or clay, or organic matter; but 
sand from the beds of quickly-flowing streams may generally 
be accepted as clean enough, as the loam and clay will have 
been washed away by the stream. Sand from quarries is 
also good in this respect. Further, sand should not contain 
any mineral substance or colouring matter which would 
injure the strength or appearance of the concrete, such as 
iron, salt, coal-dust, &c. Some pit-sands in Lancashire 
cause the formation, in moist Portland-ceinent concrete, 
&o., of black drops of water, like ink, and these have a bad 
effect on the appearance of the work. 

The salt in sea-sand does not appear to have any appreci- 
able effect on the strength of the mortar or concrete in which 
it is used, but it has a tendency to attract moisture and 
cause efflorescence on surfaces exposed to the atmosphere. 
Washing the sand in fresh water may lessen this tendency 
a little. Many concrete houses have, however, been built 
with material taken direct from the sea-beach without 
any ill-effects, provided that the exterior is covered 
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with a stucco of cement, mixed with, clean pit or river 
sand. 

(2) CoABSEXESS. — This characteristic has more influence 
on the strength of mortar and concrete than architects 
usually think Many experiments have proved that fine 
sand makes weaker mortar than coarse. The explanation 
of this probably lies in the fact that the smaller the grains 
are in a certain quantity of sand the greater is the super- 
ficies over which the cement-film has to be spread. For 
instance, in a cubic inch there are, roughly speaking, about 
8,000 grains of sand one-twentieth of an inch in diameter, 
or about 27,000 grains one-thirtieth of an inch in diameter; 
the total superficies of the former grains will be (■05 x *05 
X 6 X 8,000 = ) 120 square inches, and of the latter (*03 x 
•03x6x27,000=) 176 square inches. In other words, 
the grains in one-and-a-half measures of the coarser sand 
win have only about the same superficies as in one measure 
of the finer. 

The following table gives the results of two series of tests 
carried out by Mr. Grant in 1878-9. The cement was 
sifted through a sieve with 2,580 meshes to the square inch, 
and was made into briquettes with three parts of sand (by 
weight) ; all the briquettes were kept in water. Each figure 
is the average of ten tests, the result being given in lbs. per 
square inch : — 


Table XIV.— Compabative Value op SA^^Ds 

(COAESE AND FINE). 


1 

Oomposition 
of briquettes. 

Sand 
tested by 
sieves. 

At 28 
days. 

60 

days. 

91 

days. 

1S2 

days. 

273 

days. 

364 

days. 



Nos. 

lbs. 

lbs. 

lbs. 

lbs. 

lbs. 

lbs. 


First Series — 








1 

1 cement to 3 sand 


78-5 

113*9 

116*9 

142*3 

178 

205*5 

2 

ditto. 

10—20 

137*1 

239*5 

223 

231*5 

254*5 

251*3 


Second, Series — 








3 

I cement to 3 sand 


117*2 

134*5 

143 

156 

157*8 

213 

4 

ditto. 

m 

212 

236*5 


253 

267*5 

273*5 
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The sand used in the tests numbered 1 and 3 had all 
passed a No. 20 sieve (400 meshes to the square inch), and 
had all been retained by a No. 30 sieve (900 meshes to the 
square inch) ; for the tests numbered 2 and 4, the sand had 
passed a No. 10 sieve (100 meshes to the square inch), and 
had been retained on a No. 20 sieve. The superiority of 
the briquettes made with the coarser sand is very evident, 
but it is also evident that the superiority is greatest at the 
earlier dates. After about two months the strength of the 
biiquettes made with the finer sand gradually approaches 
that of the coarse-sand briquettes. Thus, the latter are 77 
per cent, stronger than the fine-sand briquettes at the age 
of one month, and 91 per cent, at two months, but they 
are only 63 per cent, stronger at three months, 62 at six 
months, 55 at nine months, and 25 at twelve months. It 
would be interesting to know by experiment whether the 
more rapid increase of strength by the fine-sand briquettes 
is maintained until the two mortars are of equal strength. 
The probability is that such is not the case, but that the 
finer mortar is permanently weaker. 

But whether this be so or not, the coarser sand ought to 
be used, for, other things being equal, that mortar or con- 
crete which will attain a certain strength in the shortest 
time is the most suitable. Architects and building-owners 
cannot afford to wait an indefinite period for concrete to 
harden ; the centres of a concrete floor will probably be 
struck in a month or less, and if at that time concrete 
made with coarse sand is 77 per cent, stronger than that 
made with fine sand, there can be no doubt as to which 
ought to be used. 

Sand containing both coarse and fine grains is better 
than all fine, and yields mortar little inferior in strength 
to that made from coarse sand. When only fine sand is 
available, less ought to be used in proportion to the 
cement. 

The fine sand which is blown about by the wind and 
formed into sandhills makes bad mortar and concrete ; and 
the fine powder, which is produced by stone - crushing 
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machines, ought to be washed from the sand and broken 
stone before these are used, as it has an enfeebling effect 

The property of coarseness needs considei-ation also in 
connection with the porosity and permeability of concrete. 
M. Alexander’s experiments educed the somewhat surprising 
fact that sand, consisting wholly of coarse grains, yields not 
only a stronger mortar than wholly fine sand, but also a 
mortar less porous and less permeable to water. A mixture 
of coarse and fine grains, however, contains less voids, and 
yields a denser mortar than either coarse or fine grains used 
separately. The mixture containing the least voids, was 
found to have coarse and fine grains in the proportion of 
6 to 4. A measure of sand, consisting of equal-sized grains 
of any kind, — coarse, medium, or fine, — contained about 
50 per cent, of voids ; the mixture, just referred to, con- 
tained only 36 per cent. 

(3) SHABPyESS. — ^The sharper the sand is the better. 
The angularity of grains helps to bind them together and 
give them a sort of bond. The advantages of angularity 
are clearly evident in surfaces subjected to much wear, as 
paving j from these, round smooth grains are detached 
much more easily than irregular sharp grains. Sand 
obtained by crushing hard, compact rock, is very good in 
this respect j sea and river sand is not so good, but varies 
very much according to the place where it is obtained. 

Experiments made by Mr. Kinipple on two mortars com- 
posed (1) of 1 part Portland cement and 1 part sand 
obtained by crusHng sandstone in a Blake’s crusher, and 
(2) of Portland cement and pit-sand in equal proportions, 
showed the former to be over 50 per cent, stronger than 
the latter. This was doubtless due to the superior angu- 
larity, cleanliness, and coarseness of the crushed sand. 

Some sand-grains have sharp edges, but smooth surfaces, 
while others are rounded but with rough surfaces ; experi- 
ments have shewn that these two varieties yield mortar 
approximately equal in strength. 

(4) Hardness. — ^Many sands contain a considerable pro- 
portion of earthy grains, which are a source of weakness. 
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There are some sand-stone, limestone, and even igneous 
rocks, which crumble almost at a touch, and the grains of 
which are soft and easily crushed. These ought not to be 
used. The harder the rock, the stronger will be the sand 
obtained from it. 

(5) Durability. — It would be folly to make concrete walls 
with an aggregate which would soon succumb to the action 
of the atmosphere. There is, however, little fear of any 
natural sand being deficient in durability, but the sand 
obtained by crushing certain limestones and sandstones, 
which weather badly as building stones, ought to be care- 
fully examined before its use is permitted. As a rule a 
hard-grained sand will prove durable. 

Substitutes fob Saitd. — It is not always that natural 
sand, or sand crushed from natural rock, can be obtained. 
Ground brickbats or pottery, burnt and ground clay, slag- 
sand, coke-breeze from gasworks, smithy-ashes, &o., may be 
used as substitutes. 

Ground hichhats, if well-burnt and free from dirt, old 
mortar and lichens, make good mortar. Clay should be 
thoroughly burnt, or it will irretrievably spoil all mortar or 
concrete in which it may be mixed. The dust of brick-bats 
and burnt clay is considered (on rather slight evidence it 
must be said), to confer a small amount of hydraulic energy 
on fat limes. Cohe-lreeze is not to be recommended for use 
in walls, ground-layers, and foundations, on account of its 
porosity and weakness. Smithy-ashes and fovndry-sand have 
been recommended by some authors but do not always give 
good results. Soot ought to be avoided. 

A series of experiments of considerable interest were 
made by Lieutenant Innes, E.E., and read to the Institution 
of Civil Engineers,^ Briquettes were made of Portland 
cement and sand, or substitute for sand, in the proportion 
of 1 to 2, and were kept in water until tested. All grains 
exceeding one-twelfth of an inch were removed from the 
various sands, <Sz:c., but apparently no attempt was made to 
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remove the fine dust in any of them. The results of the 
tests are given in the foregoing table, and also the propor- 
tional value of the “ sands ” at the two ages, at which the 
briquettes vrere broken. The mortars made with clay-ballast 
and smithy-ashes, were apt to shrink and crack. 

Lieutenant Innes's experiments showed, therefore, that the 
clay-ballast gave the best results, and the other sands, tVc., 
followed in this order, — Portland stone-dust, ordinary coarse 
sea-sand, rough pit-sand, smooth pit-sand, drifted sea-sand, 
and, lastly, smithy-ashes. 

If the table be considered in the light of our remarks 
about the essential characteristics of good sand, the differ- 
ences between the various sands and substitutes will be 
easily explained. 



CHAPTER XL 

AGGREGATES. 

Selection — Gravel and Shingle — Broken stone: 1. Igneous Rochs; 
2. Flints; 3. Sandstones ; 4. Limestones ; 5. Slates — Broken bricks. 
Ac. — Burnt clav. Ac. — Coke-breeze. Ac. — Slag — Shells — Sundries 
— Resistance to fire — Strength (Table XVI.) — Resistance to wear. 

Selegtiox. — The selection of an aggregate is largely in- 
fluenced by the locality in -which the work is required, and 
by the use to which the concrete is to be put. The 
aggregate which is most easily available and most economi- 
cal is usually employed. It would be a waste of money to 
specify burnt clay for a building on the site of which suit- 
able stone could be obtained, -while the clay would have to 
be brought there at considerable expense ] for any reason- 
able inferiority of aggregate can be remedied by using with 
it a proportionately larger quantity of cement. 

The remarks about the cleanliness, angularity, hardness, 
and dui’ability of sand may be applied with equal truth to 
the aggregates. But a little further information about the 
more common kinds of aggregate will be useful. 

The number of difterent materials which have been used 
in concrete is very large. We may mention gravel, shingle, 
broken stone of various kinds, broken brick and pottery, 
burnt clay and shale, coke-breeze, slag, shells. 

Gravel and Shingle. — Ordinary gravels contain a con- 
siderable quantity of sand, varying, perhaps, from one-third 
to one-half the total volume. This may advantageously be 
sifted out, so that the several ingredients of the concrete 
can be accurately measured. Gravel from pits and from 
sluggish streams ought- to be washed before being used, as 
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the former will probably contain clay in considerable quanti- 
ties, and the latter may be coated with fine mud or slime, 
or may contain an excessive amount of very fine sand ; but 
gravel and shingle from some parts of the sea-beach and 
the beds of rapid streams do not need further cleaning. 

For rough concrete in ordinary foundations, &o., gravel 
forms a good and economical aggregate, as it may be used in 
many instances with little or no preparation. The larger 
rounded pieces in shingle, &c., should be broken, so as to 
give them a certain amount of angularity, in order that the 
cement may adhere to them more firmly, and that they may 
be wedged and bonded together. Shingle, &c., which con- 
tains large irregular pieces, makes stronger concrete than 
that consisting entirely of smaller pieces rounded by 
attrition. 

Opinions difler as to the value of gravel and similar 
material as an aggregate. Some persons go so far as to say 
that it is the best of all aggregates, while others loudly 
condemn it The fact is that such material, from its hard- 
ness and durability, is useful in foundations and walls, where 
the concrete is subjected mainly to compression ; but in 
floors and other places where it is subjected to transverse 
stress, it does not form a good aggregate, because of its 
great weight, the smoothness and roundness of its stones, 
and the small resistance it offers to the action of fire. 

Of two kinds of gravel or shingle, that one is best, other 
things being equal, which has the smallest interstices ; for 
in this case a smaller quantity of sand is required with the 
cement to produce solid concrete, and this is important 
because the strength of concrete depends largely on the 
strength of the mortar (^.€., the cement and sand) in which 
the gravel, or other material, is embedded. 

The gravel obtained from the Thames and usually 
known as Thames ballast, is good aggregate for foundations 
and walls, being usually fairly clean and irregular, and 
containing sand of good quality. 

All gravel is more or less rounded by attrition, and this 
of course is a disadvantage. Usually, also, it is not 
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porous enougli to admit of the best adhesion of the cement 
to its surfaces. 

Broken Stone. — A great many kinds of stone have been 
used as aggregates in concrete, — ^granite and other igneous 
rocks, flints, sand-stones of various kinds, limestones, <kc. 
On the whole, limestones seem to give the best results, 
probably on account of a slight chemical action taking 
place between them and the cementing substance. 

(1) Igneous Bocks. — ^Igneous rocks are largely used as 
an aggregate, especially for concrete exposed to much wear, 
as in the facing of break-waters, dock-walls, coping, and 
other sea-works. They are almost invariably used in the 
manufacture of artificial stone, artificial flags, and the best 
kinds of in sitH paving. 

Igneous rooks are classified as Granitie^ Trappean^ and 
Yolcanicy but no examples of the last occur in the British 
Isles. 

Ordinary granite consists of crystals of felspar, quartz, 
and mica, and is found extensively in Scotland. There are 
several varieties, such as syenite, and syenitic granite (con- 
taining hornblende, and quarried in Leicestershire, Guernsey, 
&o.), and porphyritic gi-anite (containing large and inde- 
pendent crystals of felspar in addition to the small ones 
contained in the general mass of the rock, and quarried at 
Shap in Westmoreland and at several places in Cornwall and 
Devonshire). 

Trap-rocks are of many kinds, the more crystalline 
varieties, such as basalts and green-stones (or whinstones), 
being most suitable for aggregates in concrete j some of the 
earthier varieties confer a certain amount of hydraulic 
energy on limes and cements. The Giants' Causeway in 
Ireland, and Fingal's cave in Stafia, are well-known examples 
of basaltic rocks, and other trap-rocks are found in Derby- 
shire, Cumberland, North Wales, &o. Mr. Thomas Dyke 
states that whinstone withstood the grinding-test for wear 
much better than either granite or shingle, blocks of each 
being applied under the same pressure to the face of a 
revolving grindstone. 
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Granitic and Trappean rocks of various kinds can be 
obtained from many quarries, broken by machinery into 
various sizes suitable for concrete. They form an excellent 
aggregate for foundations, walls, and paving, being hard, 
angular, and durable. For floors their weight is a dis- 
advantage, and so also is their great liability to crack or 
disintegrate under the action of fire. 

(2) Flints. — Flints are lumps of grey or black silex, 
found, usually in horizontal layers, in beds of chalk. They 
are of all sizes up to a foot or more in diameter, and, when 
dry, are extremely hard and refractory. Owing to their 
glassy surfaces they do not form one of the best of aggre- 
gates, but broken into suitable sizes they can be used in 
foundations and walls \ their great weight, and their ten- 
dency to '' fly" under the influence of fire, render them un- 
suitable for floors. If the flints have been taken from land 
under cultivation, they ought to be washed before being 
used. 

They are extremely durable, being practically unaffected 
by atmospheric changes and impurities. 

(3) Sandstones. — It is impossible to mention all the 
sandstones which are suitable for concrete. A few general 
observations must suffice. Those sandstones which yield 
durable building stones will usually yield good aggregates, 
while those which are friable and which favour the growth 
of vegetation upon them will not. Sandstones vary con- 
siderably in weight and in strength, and this must be taken 
into consideration ; the strongest and heaviest may be used 
in foundations, walls, and paving, and lighter varieties may 
be used in floors. All sandstones are apt to crack and split 
under the influence of heat, although they are not as much 
affected by it as are granites and limestones. It is not 
wise, however, to use them in floors which are intended to 
be fire-resisting. The degree of porosity of the stone has 
also an influence on the ultimate strength of the concrete ; 
the dense stone which splits into thin layers with smooth 
mica surfaces, such as Yorkshire flags, will not yield as good 
concrete as a rather more porous rock. But care must be 
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taken that the stone, especially the porous varieties, is well 
soaked with water before the cement is mixed with it, other- 
wise the aggregate will absorb the moisture from the 
cement, and the hardening of the latter will be prematurely 
stopped. 

Old building materials often furnish a convenient and 
economical aggregate, but, as a rule, they will be much im- 
proved by being washed after they are broken. 

(4) Limestones. — The great variety of limestones pre- 
cludes a detailed description of them. The remarks about 
the strength, weight, and porosity of sandstones are applic- 
able to limestones. A large amount of fine dust is pro- 
duced in crushing limestone, and as this weakens the con- 
crete it ought to be washed away. 

Kentish Rag is a dense, hard, and durable stone, and is 
often used in concrete for foundations, &c. ; Portland stone, 
and some of the harder varieties of Bath stone, yield 
excellent aggregates ; chalk has also been used for common 
work, but it cannot be recommended, as it requires careful 
manipulation and does not attain to the strength w’hich good 
concrete ought to possess. Marbles also will prove suitable 
for aggregates, and, in fact, any material of sufficient 
stren^h and durability, and to which the cement will adhere, 
may be used. 

Many of the harder varieties of limestones and marbles 
are used for the face-concrete or finishing-surfaces of paving, 
curbs, (fee., in the same way as crushed gianite, and, 
although they are not equal to the latter in durability, they 
furnish an extremely hard surface, capable of taking con- 
siderable polish. 

As we have already stated, limestone is easily afifected by 
fire j sometimes the limestone facing of buildings has been 
entirely burnt away, while the brick backing has remained 
standing. 

(5) Slates. — ^Broken slates, the refuse of slate quarries, 
may also be used in concrete, but they are too dense and 
]a.Tnipar to make really good work. 

Beokbn bricks, &o. — ^Broken bricks of various kinds. 
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roofing tiles, retorts, and pottery furnish extremely useful 
aggregates. They have, in the process of manufacture, 
been subjected to great heat, and are therefore less liable to 
change of form under the influence of fire ; for this reason 
they are especially valuable for the concrete of floors, &c., 
which are intended to be fire-resisting. Broken fire-bricks 
have been specially recommended for this purpose, but some 
of them have not much strength. Many kinds of bricks, 
too, are lighter than some kinds of stone, and this is worthy 
of consideration in floors, but the crushing strength of 
the latter will, as a rule, be greater than that of the 
bricks. 

The porosity of most bricks is a point in their favour, as 
this facilitates the adhesion of the cement to their surfaces, 
but care must be taken that the bricks are soaked with 
water before they are made into concrete. Experiments have 
shown that dry, soft place bricks, joined with lias lime 
mortar, can be separated with only one-half the force that 
is required to separate hard grey stocks similarly united ; 
the figures being 18 lbs. and 36 lbs. per square inch 
respectively at the end of one month. 

Old brickwork and tiles from buildings, pottery-refuse, &c., 
usually require thorough washing before they are fit for use. 

Some experiments on concrete arches carried out by Mr. 
C. Colson,* showed that the arches composed of Portland 
cement, sand, and broken bricks were more than 50 per 
cent, stronger than similar arches of Portland cement, sand, 
and screened harbour shingle, the proportions in all cases 
being the same, namely, 1, 3, and 6. The superior strength 
was “evidently due to the more absorbent and angular 
character ” of the bricks. “ The appearance of the fractures 
in the two cases, i.€., shingle and broken brick, showed a 
marked difierence. In the first case, the strain destroyed the 
adhesive power existing between the shingle and the matrix ; 
in no instance was a stone observed to be fractured, the 
casts being, as a rule, clearly defined in the cement. In the 
second case, the superior adhesive power existing between 

* See Table XXIX., p. 288 . 
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the broken brick and cement matrix was nmuifest ; in but 
few instances had the cement left the surface of the brick, 
the general characteristic being that of complete disintegra- 
tion of both brick and matrix." 

Bricks ought not to be used as an aggregate in works 
exposed to the sea, as they have been found to disintegrate 
under such conditions. 

Burnt Clay, (Sro. — Closely akin to broken brick is burnt 
clay. This is frequently recommended as a good aggregate, 
and so it is when the material is clean and good, and the 
burning is thoroughly carried out. But it is just this 
thorough and equal burning of the clay which is so difficult 
of attainment, — especially in contract work. As a rule, 
some other aggregate can be obtained, which will be of 
more uniform quality ; underbumt clay will make wretched 
concrete. 

The material is usually burnt over a fire of wood and coa 
or coke, fresh supplies of clay and combustible materia 
being added alternately as the burning proceeds. Great 
care, however, is requisite in the burning to insure uniform 
results. It is not many year’s since a contractor had to pay 
50 ^. for damages caused by the falling of the walls of two 
concrete cottages, in which imbumt shale and clay had 
been used as an aggregate. 

Burnt ballast should be of a dark red or purple colour ; 
a bright red colour indicates imperfect burning. 

Shale, which may be described as a laminated clay or 
mud, is sometimes burnt and used for concrete in the same 
way as clay, and has been highly recommended. 

CoKE-BREEZB, <fec. — Coke and coke-breeze from gasworks, 
and boiler-cinders from factories, are often used in concrete 
for floors, roofs, and partitions, where lightness is a deside- 
ratum. Concrete made with such aggregates, however, 
is not as strong as that made with either broken brick or 
slag or stone ; this is accounted for by the inherent weak- 
ness of the coke, cinders, &c. The weight of the concrete 
floor itself is often a very large part of the load which it 
has to carry, and for this reason, the strength should 
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always be considered in conjunction with the w^eight. A 
light concrete of moderate strength may cairy a greater 
added load than a stronger concrete of great weight. 
The experiments of Mr. Webster (see Table V., p. 36) 
go to prove that coke-breeze concrete suiFers less from 
heating and quenching than do concretes made with sand, 
pumice-stone, fire-brick, and slag. 

Some persons have objected to the use of coke-breeze 
concrete under hearths, as it is a comparatively good con- 
ductor of heat, and will, indeed, sometimes become red-hot 
and char, or even set fire to, adjacent woodwork (see TKq 
B uilder for February 13 and March 19, 1892). 

A further advantage of coke-breeze concrete for floors is 
hat it can be nailed to ; floorboards can, therefore, be laid 
directly upon it, without the necessity of wood joists or 
fillets, or an intervening space for air (and dirt). But this 
very lightness and porosity is a disadvantage for walls, 
foundations, and other places in which it will be subjected 
to the action of the weather or of water, or where it will 
be expected to bear great weight. A very porous aggregate 
requires more cement than one of closer texture, and is 
not so strong ; it is sometimes recommended that porous 
material should be soaked with thin Portland-cement grout 
before using, but the cost of this would probably be more 
than that of getting a better aggregate. 

Coke-breeze and similar materials ought to be vrell wetted 
before being made into concrete, especially if Eoman or 
other quick-setting cement is used, otherwise they will 
absorb the moisture from the cement and prevent its proper 
hardening. And yet, the writer has been recommended to 
allow the use of ashes in concrete on account of their 
absorbent nature ; the contractor, making the recommenda- 
tion, argued that the concrete would set more rapidly, — 
perhaps “ dry” would be the better word,— but apparently 
was not aware that the rapidity of setting would be accom- 
panied by an undesirable loss of strength. 

The fineness of coke-breeze is also a factor in lessening 
the ultimate strength of the concrete. It should not be 
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used for external walls. As a rule, too, coke-breeze, &c., 
contain dust and impurities whicb ai*e a source of weakness, 
and ought to be washed away. 

Slag. — Slag from iron furnaces is used not only for 
making cement, as already described, but also as an aggre- 
gate. It can be obtained from many ironworks and steel- 
w'orks in the form of sand, and also in sizes, suitable for 
various kinds of concrete, from f-in. cubes upwards. It has 
been often used in harbour and dock-works, especially for 
face-concrete, for which its hardness and durability render 
it particularly suitable. 

When intended for concrete the slag should not be of 
hard glassy character, such as that used for road-metal, but 
should be of open texture, full of pores which permit the 
adhesion of the cement. This porosity is attained by 
running the molten slag into water as it leaves the furnace. 

Slag-concrete varies much in weight, according to the 
nature and texture of the slag. Some of it is lighter than 
Portland-stone concrete, while some is heavier than granite- 
concrete. On account of its weight it is not usually recom- 
mended for floors, although there are the counterbalancing 
advantages of great strength and resistance to Are. Its 
hardness renders it very suitable for the surface coats of 
floors and paving. 

Shells. — Shells are also used for concrete in places 
where they are easily obtained, and in conjunction with 
gravel, or shingle, or other material, they make good work. 

Sundries. — ^Various materials besides the foregoing have 
sometimes been used in concrete, and some have even 
formed the subject of patents. Stuart’s “Granolithic” 
paving is said to contain hsematite or other iron ore in 
addition to crushed granite. A recent example is a kind 
of paving known (in the patent specification) as “ Ironcrete,” 
in which pieces of iron are imbedded to give a hard wearing- 
surface and a good foothold. Sawdust, hemp, and other 
fibres, coloured glass, and other materials, have been advo- 
cated and tried, but have not come much into vogue. 

Ebsistancb to Fire. — ^Mr. Webster’s experiments, already 
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mentioned, seem to show that the resistance to fire of 
various aggregates is as follows, in order of merit : — 1. Coke- 
breeze; 2. Pumice-stone; 3. Fire-brick; 4. Slag; 5. Sand 
(and, presumably, gravel, or broken sand-stone of similar 
composition). The difference between Nos. 1, 2, and 3, is, 
however, very little. 

Mr. Webster also obtained a 4-in. cube of : — 1. Syenite 
from North Wales; and a 5-in. cube of each of the follow- 
ing stones — 2. Forphyritic granite from Westmoreland; 
3. Carboniferous limestone from Derbyshire; 4. Portland 
oolite; 5. Sandstone-grit from Darley Dale, Derbyshire; 
and 6. Sandstone-grit from Bramley Fall, Yorkshire. These 
cubes were simultaneously placed in a furnace heated to 
about 2,400 deg. Fahr., but cooling gradually to about 
2,000 deg. ; they were removed in nine minutes and 
a quarter. The syenite, at a minute and a quarter, 
“ cracked with a slight explosion, and gradually broke into 
shelly fragments ; ” a large comer broke off the porphyritic 
granite after one^d-a-half minutes, and the remaining 
portion of the cube “ afterwards cracked and crumbled to 
small fragments ; ” the limestone began to “ calcine at the 
comers, and in about two minutes began to split up and 
crumble, the small pieces becoming calcined ; ” the Port- 
land oolite “stood apparently intact for about three 
minutes, but a slight tap with an iron rod broke it into 
pieces, which commenced to calcine ; ” the two sandstone 
cubes stood “ intact for about four minutes, when they com- 
menced to scale and shell off,” — a small crack had appeared 
in the Bramley Fall stone in two minutes. From this test, 
Mr. Webster concludes that of these varieties of stone, 
granite is the worsts and sandstone the best for resisting 
the inffuence of fire. 

It has been known for a long time that granite soon 
succumbs to great heat, and one instance is recorded where 
“a granite post, 12 in. by 12 in., was reduced to sand by 
the same fire that burned into a wooden post next to the 
granite less than 1 in.” 

Stkength. — T he tensile strength of briquettes made 
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with cements and various kinds of sands has been given in 
several tables, and nothing further need now be said on 
this point. The crushing strength of concrete made with 
Portland cement and various kinds of aggregates has been 
ascertained by Mr. Grant.* Six-inch cubes were made, 
kept in air for a year, and then crushed, one test only being 
made in each case. The proportions were measured by 
volume. One-half of the total number of blocks were com- 
pressed by beating the concrete into the mould with a sma ll 
mallet ; the remaining blocks were not compressed. The 
results may be tabulated thus : — 


Table XYI.— Compsessive Steength (in tons per sq. ft.) op 
Poetland-Cement Conoeetes having vaeious Aggeegates. 


.! 

|| 

£ 

Nature of 
Aggregate. 

Six to One. 

Bight to One. 

Ten to One. 

o’Sj 

III 

«ll 

Com- 

pressed. 

Not 

Com- 

pressed. 

Com- 

pressed. 

Not 

Com- 

pressed. 

Com- 

Ipressed. 

Not 

Com- 

pressed. 

1 ! 

Ballast 

81*6 

72*8 

64 

50 

42 

32 

49'1 

2 

Portland Stone 

162*4 

120 

132 

98 

88 

76 

msM 

3; 

Granite 

122 

98 

78*4 

58 

62 

46 

68*6 

4^ 

Potterv 

115*2 

98*4 

88 

72 

74 

56 

74-4 

5: 

Slag .‘. 

92 

80 

78 

56 

42 

34 

56*3 

6: 

Flints 

82 

62 


56 


51*2 

56*5 

7. 

Glass 

112+ 

66 

72 

54*4 

H 


58*3 


Too much reliance should not be placed on individual 
results given in the preceding table, as only one test was 
made in each case. The average results may, however, be 
accepted. Taking, therefore, the whole of the six tests of 
each kind of aggregate into consideration, we find the rela- 
tive values of the different materials to be as follows : — 
Portland stone, 100 j pottery, 74-4; granite, 68*6; 

* Froceediiigs of the hut. 0. E,, voL xxxii. (1870-1). 
f In Mr. Grant’s table giving the strength of 6-inch cubes, the 
figure in this case is 28 ; possibly it ought to be 18, which would give 
72 tons per sq. ft. instead of 112, and this would be more in keeping 
with the remaining tests with glass, and would relegate it to the 
lowest place but one. 
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glass, 58*3; slag, 56*5; flint, 56*3; and, lastly, ballast, 
49*1. The roundness and smoothness of the ballast (pre- 
sumably “ Thames ballast ”), and the sand and dirt it con- 
tained, will account for its low position. The flints also 
give low results, because of their smoothness and roundness, 
and, probably, dirtiness, while smoothness and brittleness 
account for the position of the glass and slag. Granite 
might have been expected to take a higher place ; perhaps 
it contained a considerable amount of dust. It is also sur- 
prising to find Portland stone 25 per cent, better than even 
pottery; possibly, its angularity, cleanliness, and affinity 
for cement gave it the premier position. 

Similar experiments with broken sand-stone and with 
coke-breeze would have been valuable to architects. 

Mr. S. R. Lowcock found the crushing strength of concrete 
made of one part Portland cement and parts clinker 
(from furnaces burning ashpit refuse) crushed to pass a 
l-in. mesh, and well washed, to be 1120 lbs. per square 
inch (72 tons per square foot) at the age of fifteen days. 

Resistance to Wear. — The durability of concrete paving, 
curbing, &c., depends largely on the aggregate. This ought 
to be hard and durable, and at the same time sufficiently 
rough in texture to permit a firm adhesion of the cement. 
In England, crushed granite (or rather, syenite) undoubtedly 
enjoys the highest reputation in this respect ; it forms the 
greater part of nearly all artificial flags and of the best 
in dtO. paving. 

The relative value of difierent kinds of stone, for paving 
purposes, was ascertained by a French Public Works Com- 
mittee in 1880. Their experiments, some of which are 
tabulated in The Builder for November 8, 1890, showed 
that quartzite was slightly the best material, but was very 
nearly approached by quartz, porphyries, basalts, and traps. 
Taking the value of quartzite to be 100, the value of flints 
would be about 87, of granites and syenites about 7 6, and 
of limestones about 63. 

Different stones of each kind of rocks vary, of course, 
greatly. At the Paris Exhibition results of tests of paving 
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stones were recorded,* wliicli showed that the loss, by 
abrasion, of igneous rocks, varied from 0-72 to 4*30, and 
of sandstones from 0*47 (quartzite) to 6.54. The grearest 
variety will be found among sandstones and limestones, 
and in selecting aggregates from these rocks, the weight 
and crushing strength of the specimens under consideration 
should be compared, as these will give a rough idea of their 
value. The coarseness or fineness of the grain of the stone 
has apparently little to do with its resistance to abrasion. 

Of the igneous rocks much used in England for paving, 
some were tested by abrasion, and reported on at the 
Paris Exhibition. Their relative resistance was as follows : — 


Mountsorrel (pink syenite) . . .100 

Guernsey (dark-grey syenii.e) . .85 

Aberdeen (light-grey granite) . . .77 

Guernsey (black syenite) . . . .56 


All except the last were better than the average of the 
various igneous rocks tested, but the superiority of the 
Leicestershire syenite is clearly shown. 


* See The Oct, 19, 1SS9. 
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PEOPOETIOXS OF I^■GEEDIE^'■TS. 

Indefinite specifications — Separate measurement of ingredients — 
Proportion of sand — Of aggregate — Voids in aggregates (Table 
XVTI.)— Voids in sand — Mortar — Solid concrete (Table XVIII.) 
— Quantity of concrete produced (Table XIX.). 

Ptdefi^'ite Specifications. — The specification of the pro- 
portion of the various ingredients in concrete is frequently 
ill-considered and indefinite. Perhaps the most common 
fault is the neglect to demand the separate measurement of 
all the ingredients. 

Separate Measure^ient op Ingredients. — We often see 
specifications in which concrete is required to be composed 
of Portland cement, sand, and broken stone in the propor- 
tion of 1 of cement to 8 of the other materials, but nothing 
whatever is said as to whether the sand and broken stone 
are to be measured separately or not ; or the ingredients, 
perhaps, must be Portland cement, sand, and gravel, pro- 
portioned as before, and nothing is said as to vrhether the 
sand forming part of the gravel has to be screened from it 
so that the sand and gravel can be accurately measured. 

It may be thought that this is a detail of little im- 
portance ; a moment’s consideration will show that it is of 
great importance. 

In the mixture of Portland cement, sand, and broken 
stone mentioned above, it vrould be to the contractor’s 
interest to measure the sand and broken stone together in 
a box having eight times the capacity of the box in which 
the cement was measured. He w'ould find that the large 
box, when filled to the top with broken stone, would con- 
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tain 30 or 40 per cent, of voids between the stones, and i1 
would be a great saving to him to fill these voids with sand, 
so that the concrete would really consist of 1 part of cement, 
and (say) 3 parts of sand, and 8 parts of broken stone, 01 
a proportion of 1 to 11 if the ingredients are taken 
separately. It needs no great insight to see that a 1 to 8 
mixture, in which the proportions are 1 cement, (or 2) 
sand, and 6 J (or 6) broken stone, will be stronger than the 
1 to 8 mixture described above. 

But when gravel is used, there is an added uncertainty ; 
for gravels contain variable quantities of sand, and unless 
the quantity in the particular gravel specified be ascertained, 
or, better still, be entirely eliminated, the strength of the 
resultant concrete cannot be foretold with any approxima- 
tion to accuracy. Ordinary gravel may contain from 30 
per cent, to 50 per cent, of its volume of sand. Two con- 
cretes specified to be of 1 part Portland cement and 8 parts 
gravel, may prove considerably different in strength. If 
the gravel contain only 30 per cent, of sand, the mortar 
in the concrete consists of 1 part of cement to 2*4 parts of 
sand j if the gravel contain 50 per cent of sand, the mortar 
consists of 1 cement to 4 sand. The former mortar will be 
50 per cent, stronger than the latter, and experiments have 
shown that the transverse strength of concrete varies very 
nearly, other things being equal, as the strength of the 
morto in which the coarse ingredients are imbedded. 

PEOPORTI02T OF Sani>. — ^Two series of most interesting 
experiments, demonstrating the truth of this statement, 
were carried out by Mr. Damton Hutton, at the Amster- 
dam Canal Harbour Works in 1872 and 1878.* The tests 
were made because the concrete blocks were not as hard 
and strong as they ought to have been, and Mr. Hutton 
came to the conclusion that “where the sand was very 
fine, the less sand that was used the better.” 

The first series of tests was made with 1 to 9 con- 
cretes containing various proportions of Portland cement. 


Proceedings of the Inst. G. Al, vol.lxii., 1879-SO, part iv. 
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shingle, and sand. Taking the transverse strength (at 
three months) of a mixture of 1 Portland cement + 4 sand 
+ 5 shingle to be 100, we find the strength of a mixture 
of 1 + 3 + 6 to be 121, of 1 + 2 + 7 to be 225, of 
1 + 1 -I- 8 to be 285, and of 1 + 0 + 9 to be no less 
than 334. 

The second series of tests was made with concretes con- 
taining uniformly 1 part of cement and 5 parts of shingle, 
but various quantities of sand. Taking the transverse 
strength (at four and a half months) of a mixture of 1 Port- 
land cement + 4 sand + 5 shingle to be 100 as before, 
w^e find the strength of a mixtee of 1 +3 + ^ to be 113, 
of 1 + 2 -f 5 to be 184, of 1 + 1 + 5 to be 289, and 
of 1 + 0 -f 5 to be no less than 361. 

A comparison of the ratios existing between the various 
concretes in the two series reveals the fact that the strength 
depends almost wholly on the quantity of sand mixed with 
the cement, and not on the amount of coarse material. In 
other words, the strength of concrete varies, within certain 
limits, according to the strength of the mortar in which 
the aggregate is imbedded. It must be noticed that this 
is true within certain limits only, for, although little 
difference is noticeable in the strength of sandless concrete, 
whether it contains 9 parts of shingle or only 5, yet, if the 
proportion of shingle be increased beyond 9 parts, the limit 
will soon be reached at which the neat cement becomes too 
smaU in bulk to form a film between all contiguous surfaces 
of the shingle, and dry joints remain, which are, of course, 
a source of weakness. 

Concrete, however, is seldom used in large masses, with 
a matrix of neat cement, partly because of the cost of such 
concrete, but also because of its porosity and the greater 
care required in its manipulation. In Mr. Hutton’s experi- 
ments, the blocks without sand were full of holes outside, 
and not by any means homogeneous inside \ those contain- 
ing only one part of sand were also honeycombed, although 
not to as great an extent as the foregoing. The “ shingle,’ 
it must be said, was not “absolutely free from sand.” 
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Fig. 3, page 74, shows graphically the strength of 
different mortars at different ages. Roughly speaking, it 
may be said that the strength of Portland-cement mortar 
1 to 1 is f that of the neat cement, 1 to 2 is 1 to 3 is 
and 1 to 4 rather over Beyond this, the ratio gives 
results much too low, but the rule is correct enough within 
the limits named, and no one would think of using con- 
crete with any greater proportion of sand to cement than 
4 to 1. Indeed, a much smaller proportion of sand is 
invariably used nowadays. It is false economy to use too 
much sand. 

The importance of this point is now so well-known that 
many engineers consider that even Portland-cement con- 
crete should never have a weaker mortar than 1 to 2, and 
some object to use a mortar weaker than 1 to 1 Con- 
crete made with Roman cement should have the cement 
and sand in equal proportions, or, in any case, the sand 
should not exceed the cement more than 50 per cent. 
Lias and Selenitic limes are usually mixed with equal 
quantities of sand. 

But different proportions of sand are required for different 
purposes; where strength is required the least possible 
quantity of sand should be used ; when imperviousness to 
water is required, a greater quantity of sand is necessary. 

Proportion op Aggregate. — ^The proportion of aggre- 
gate that may be allowed in concrete varies — 1, according to 
the matrix employed, 2, according to the purpose for 
which the concrete is required, and 3, according to the 
nature and condition of the aggregate itself. 

1. A greater proportion of aggregate may be used with 
Portland cement than with any other matrix. For, vrhile 
plaster of Paris and allied cements, and Roman cement, are 
seldom used with more than 3 or 4 volumes of aggregate 
(besides sand), lias limes with more than 4 or 5, and 
Selenitic limes with more than 5 or 6, Portland cement has 
frequently been used with 10 or 12 times its bulk of 
aggregate and, in the hearting of walls, with a still 
greater proportion. 
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2. The purpose for which the concrete is required, is the 
most important factor in determining the amount of aggre- 
gate, but this part of the subject will be left for considera- 
tion in succeeding chapters on foundations, floors, walls, 
and other purposes for which concrete is used. 

3. In the preceding chapter, an attempt was made to 
ascertain the relative values of different kinds of aggregate. 
Table XVL, page 127, shews that the crushing strength of 
concrete, made with Portland stone and cement in the pro- 
portion of 10 to 1, is as great as that of pottery-concrete 
8 to 1, and better than eith^ ballast-concrete or flint-con- 
crete 6 to 1. Granite-concrete 8 to 1 appears to be about 
equal to ballast-concrete 7 to 1. 

The cleanliness, and variety of shape and size of the 
aggregate, and the proportion of voids in it, also affect the 
quantity that may be used. The importance of cleanliness 
has already been shewn, and the method of obtaining it by 
washing will be considered in the next chapter. 

Yoids in Aggebgate. — The object usually aimed at in 
proportioning the ingredients of concrete is to obtain an 
aggregate containing the least possible quantity of voids or 
interstices, and to add to this sufi&cient mortar to All these 
voids, with about 10 per cent in addition to allow for the 
mortar joints and for imperfect mixing. 

The method of ascertaining the voids in any aggregate is 
simple: — ^Fill a watertight box of known capacity with 
damp aggregate, shaking it well during the operation; 
then add sufficient water to fill it to the brim. The water 
must be poured from a vessel of known capacity, so 
that the quantity actually poured into the box may be 
ascertained. This quantity is the measure of the voids in 
the aggregate. The voids in sand can be ascertained in a 
similar way. 

Another method is to weigh a certain quantity (say, 
1 cubic foot) of the broken material and compare it with 
the weight of a similar quantity of the same material 
unbroken. The difference in weight divided by the weight 
of the solid stone, gives the proportion of voids in the 
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broken material ; thus, if a cubic foot of solid granite weigh 
168 lbs., and a cubic foot of crushed granite weigh 112 
lbs., the difference in weight is 56 lbs.; divide this by 
168, and we find the proportion of voids in the crushed 
granite to be one-third its bulk. 

It ■will sometimes happen that the voids in the aggregate 
are so large that the filling of them entails either a very 
weak mortar or an extravagant amount of cement. In such 
cases, the aggregate is at fault, and the fault will as a 
rule be that the aggregate is of too uniform a size. The 
least quantity of voids will be found in those aggregates 
which contain pieces of various sizes, and machine-broken 
material usually fulfils this condition better than hand- 
broken. 

It is impossible to state definitely what will be the voids 
in various aggregates, as so much depends on the shape 
and size of the pieces, and on the method of measurement 
The following table shews that the voids in sandless aggre- 
gates may vary from 24 to 51 per cent, of the total 
volume, and these are probably not the extreme limits of 
variation. 

The tests by Mr. Sandeman are of particular interest 
They seem to shew (1) that flat oblong pieces tend to 
create greater voids than more cubical or rounded pieces, 
(2) that aggregates, consisting entirely of large stones, con- 
tain a large percentage of voids, (3) that large stones and 
flat oblong stones may be added to good aggregates con- 
sisting of stones of various smaller sizes, without detriment, 
(4) that good gravel, screened free from sand but contain- 
ing pebbles and stones of all sizes up to 2| inches, 
contains a very small percentage of voids, (5) that the 
least percentage of voids is found in aggregates contain- 
ing stones of the most various sizes, from coarse sand 
upwards. 

Tests Nos. 3 and 7 are very instructive. They shew 
that the coarse open aggregates 1 and 5, mixed -with the 
fine compact aggregates 2 and 6, yield a mixture only 
slightly inferior to the latter. 
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The test No. 8 is one of a series given by Lieut. -Col. 
Gillmore in his book on “Limes, Hydraulic Cements and 
Mortars.” He succeeded in obtaining aggregates with a 

Table XVII.— Peopobtion op Voids in Various Aggregates. 


1 

Nature of Ifaterial. 

— 

Size of Pieces. 

Weight per 
cub. n. 
in lbs. 

Percent, 
age of 
Voids. 

Authority. 

1 

Welsh Limestonei 

To pass 3-incb 






crushed into irregu- 

ring when 


. 95 

50-9 



lar flat oblong pieces 

gauged nar- 







rowest way. 





2 

Gravely screened free 

Small pebbles 






from sand. 

up to 2i-inch 


kll*6 

33-6 

»» 



ring. 





3 

Nos. 1 and 2 mixed 

Small pebbles 






in equal proper- 

to 3-inch ring 


113-5 

34 

ft 


tions. 






4 

Anglesea Limestone^ 

Small gravel 






mason’s shivers. 

up to 4-inch 


^ 90*5 

48 

tf 



ring. 





5 

BuTioom Red Sand- 

Prom 4 to 8- 






stone^ broken by 

inch ring. 


74 

50 

tf 


hand. 






6 

do. 

Prom sand to 


92 





4-inch ring. 


92 


a 

7 

Nos. 5 and 6 mixed 

Sand to 8-inch 






in equal propor- 

ring. 


^ 91*5 

36 

if 


1 tions. 



1 



S 

Equal mixture of— 

All sizes below 

y 




a. Limesto'iie^ 

2-incb cubes. 

1 




6^?m'fii,screened 

From size of 

> ... 

24 

Gillmore. 


free from sand. 

pea to hen’s 

I 





egg. 

/ 



%Stom 

Up to 2i-inch. 

... 

37 

Kivington’s 






“Notes.” 

10. 

n 

}) 2 ,, 

... 

39 

tf 

11: 

« 

» J9 

... 

42 

if 

12 SMngh 


... 

33 

ff 

13 

Thames Ballast^ \ 






containing sand . j 



1/ 

if I 


minimum percentage of voids. Ordinary limestone was 
crushed by a Blake’s stone-breaker into pieces of all 
sizes below 2-in. cubes and of various shapes j and gravel 
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was obtained from the sea-shore, consisting, after the sand 
had been screened out, of pieces varying “ from the size 
of a pea to that of a hen’s egg.” He found that the 
least amount of voids occurred in those mixtures which 
contained 15 measures of gravel and from 11 to 15 
measures of broken stone. The worst mixture (15 to 
27) contained only 30 per cent of voids j the best (15 to 
13) contained 23 per cent 

This is a vast improvement on the voids mentioned 
above for broken stone of nearly uniform size. Solid 
concrete made from the latter would be 20 to 30 per cent, 
weaker than that made from the former, while the cost of 
the two would be practically the same. 

Voids in Sand. — ^The voids in any sand vary largely 
according to the moisture it contains. Sand, slightly 
damp, may contain more voids than when dry, but very 
w^et sand may contain less. Bounded grains induce smaller 
cavities than angular, and those in turn than flat Diffe- 
rent methods of measurement also disclose apparent dis- 
crepancies. 

Sand consisting of grains of uniform size, contains 50 
per cent, of voids,* and sand consisting of unequal grains 
may contain only 36 per cent. Boughly speaking, there- 
fore, the percentage of voids in either sand or aggregate, 
varies from one-half to one-third the volume in each 
case. 

Mortae. — ^In calculating the amount of mortar required 
to fiU the interstices in any aggregate, due allowance must 
be made not only for the voids in the sand itself, but also 
for the shrinkage in both the sand and the cement when 
these are mixed with water. 

Boughly speaking, the bulk of Portland cement is, 
according to Mr. Sandeman, reduced 10 per cent., and of 
sand 20 per cent., by mixing with water, and the contrac- 
tion in volume caused by mixing cement and sand together, 
is about 5 per cent. According to Mr. Sandeman, a 


See page 113, chapter z. 
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further contraction of 4 per cent, takes place during the 
setting of the mortar.^ From these data, we may cal- 
culate that cement and sand (1 to 1) will produce mortar 
about 76 per cent, of their volume, (1 to 2) about 74 per 
cent., and (1 to 3) about 73 per cent. 

Other experiments by different operators shew that these 
figures are only approximate; for instance, the shrinkage 
of Portland cement on being made into mortar is, by some, 
estimated to be not less than 15 per cent. 

Solid Concrete. — With ordinary aggregate consisting of 
fragments of various shapes and sizes, and containing about 
33 per cent, of voids, the following mixtures will produce 
solid concrete : — 


Table XVIII.— Proportion op Dry Inoredients (in volumes) 
TO Produce Solid Concrete. 


Portland cement 

1 

1 

1 

1 

1 

1 

Sand 

1 

u 

2 


8 


Broken material 

3 

4 

5 

6 

7 

8 


But as we have already shown, solid concrete does not 
necessarily offer a greater resistance to tensile or transverse 
stress than does porous concrete; resistance to these 
stresses depends rather on the strength of the mortar, pro- 
vided always that there is enough mortar to coat the whole 
surface of every fragment of aggregate, so that the pieces 
shall always have a film of mortar between them. 

Where impervious concrete is required, it is necessary 
not only that the voids in the aggregate be completely 
filled by the mortar, but also that the voids in the sand be 
completely filled by the cement. To allow for imperfect 
mixing and for the coat of mortar between the fragments 

♦ We have already seen that good Portland cement neither con- 
tracts nor expands to any ordinarily appreciable extent, during its 
setting and hardening. This farther contraction of 4 per cent, ought 
perhaps to be considered due to the condensing effect of water on 
the mixture of sand and cement. 
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of the aggregate, an excess of mortar equal to at least 10 
per cent, of the Toids in the aggregate must he used, and 
to allow for the film of cement coating each grain of sand, 
an excess of cement equal to 10 per cent, of the voids of 
the sand must be used. The sand also may contain finer 
grains than would be the case if strength and not imper- 
viousness were aimed at. 

QuA^’TITT OP Concrete Produced. — We have seen that 
sand and cement shrink in bulk on being made into mortar. 
In the same way, when cement, sand, and aggregate are 
mixed together, the bulk of concrete produced is less than 
the bulk of the several ingredients. The amount of 
shrinkage varies according to the voids in the materials, 
according to their wetness when measured, according to 
the proportion in which the materials are mixed, and 
according to the amount of ramming to which they are 
subjected. 

If the aggregate contain little voids, and the sand and 
cement be about 10 per cent, in excess of these voids, the 
measure of the aggregate may be taken as the measure of 
the finished concrete. Frequently, however, the finished 
concrete measures even less than the aggregate, because 
the latter contains an amount of voids in excess of the 
mortar, and these voids are to a great extent eliminated by 
ramming. Where an excess of sand is used, the finished 
concrete will measm'e more than the aggregate. 

No hard-and-fast rule can be laid down as to the amount 
of concrete which will be produced by different materials. 
Moist Thames ballast, when made into concrete with lime 
or cement, but without further admixture of sand, appears 
to shrink from 0 to 10 per cent. If the materials are dry 
when measured, the shrinkage may reach 15 or more per 
cent. The results of a careful test by Mr. Wm. Kidd are 
given in the Proceedings of the Inst C. E., for 1890-1 
(part III), and as they ttrow considerable light on the 
whole of the subject treated in this chapter, we reproduce 
it. 
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Table XIX.— Composition op Concebte Block. 


Materials. 

Measurement of 
dry material. 

Interstices 
to be 
deducted. 

Net solid 
material. 

1 Per 
cent, of 
finished 
block. 

Slag Cement 

volumes. 

1 

cub. ins. 
987-58 

cab. ins. 

144-78* 

cub. ins. 
842*80 

20*9 

Sand^ coarse and con- 
taining small pea 
gravel 

1 

987*58 

236*35 

751*23 

24*0 

Gravel, to pass f-inch 
ring 

1 

493*79 

160*37 

333*42 

10*7 

Slag, to pass 4-inch 
ring, and be held by 
1-inch ring 

3 

2962*74 

1458 70 

1504*04 

48-0 

Totals... 

Bi 

5431-69 

2000*20 

3431*49 

109*6 

Deduct settlement after mixingf 

298*49 

9*6 

Net measurement of finished block 

3133*00 

jlOO 


The water used in mixing the ingredients measured 394*27 
cub. ins. 

The finished block measured less than 58 per cent, of 
the total dry ingredients measured separately, and nearly 
10 per cent, less than the bulk of the gravel and slag 
measured separately. The gravel and slag, if measured 
together, would probably have been very nearly of the 
same bulk as the finished concrete. 

Mr. Eobert Pickwell, A.M.LC.E., found that 1 cub. ft. 
Portland cement + 2*5 cub. ft. sand + 7*5 cub. ft. slag 
broken to pass a 2 J-inoh ring and including the dust formed 
in crushing, yielded 7*3 cub. ft. concrete, i.g. the finished 
concrete was practically equal in bulk to the broken slag. 
Mr. F. N. Thorowgood found that 1 cub. ft. Portland cement 
+ 2*5 cub. ft. sand +6*17 cub. ft. broken stone, yielded 
6*94 cub. ft. concrete. 

* Shrinkage after wetting, equivalent to 14*6 per cent, 
t Presumably this represents the extent of the error in Mr. Kidd’s 
calculations, as the “net solid material” is not of a compressible 
nature. 
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THE MANUFACTURE OF CONCRETE. 

Care and skill necessary — Breaking the aggregate — Size of aggregate 
— Washing the aggregate — Measuring the ingredients — Mixing, 
by hand and by machine. — Portland Cement, Lias Lime. 
Selenitic Lime — Concrete-Mixing Machines — Depositing — 
Packing — Ramming — Layers — Protection during setting. 

Care and Skill Xscessart. — are sometimes told 
that one of the advantages of using concrete is that skilled 
labour is not required, hut that anyone vrho can handle a 
spade can make it. This is only half the truth, and like 
all half-truths, it is dangerous : concrete-making can un- 
doubtedly be carried out almost entirely by labourers, but 
— and it is an important reservation — there must be 
continual intelligent supervision. There is nothing which 
the architect has to use, which requires more careful 
superintendence than concrete, and perhaps this is one 
reason why it has come so slowly into use. Concrete of a 
sort may be easily made, but it is not easy to make really 
good concrete. Each ingredient must be tested or strictly 
examined, and further, every process in the manufacture 
must be closely watched. For, however good the ingredi- 
ents may be, the resultant concrete may be httle better 
than consolidated gravel or broken-stone, unless the 
measuring, mixing, depositing, ramming, and protection 
during setting, be carefully attended to. 

Breaking the Aggregate. — For small quantities of 
concrete, stone and brick, «kc., are usually broken by hand 
with ordinary stone-breakers' hammers, but when large 
quantities are required machines are preferable, as they 
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effect a saving of botli time and money. This is especially 
the case, when the aggregate is very hard, as granite or 
syenite. Besides this, the stones broken by hand are too 
uniform in size to make the best concrete; experiments 
have shewn that machine-broken stones give better results. 

There are several kinds of stone-breakers made now-a- 
days, from the hand-power machine which one man can 
work, to the powerful steam-driven machine which will 
turn out about ten tons of 2-mch cubes in an hour. 

The most common kind of machine is of the “ Blake ” 
type, in which the stone is cracked between a jaw (moving 
backward and forward) and a fixed part of the machine. 
The original “Blake” patent has expired, and several 
modifications of it are now made by various manufacturers. 
Machines of this type exert a direct crushing stress on the 
stone, and produce less dust than machines which have a 
grinding action; as dust detracts from the strength of 
concrete, this feature of the jaw-crushers is an advantage. 

Among the various machines of this type is the one 
illustrated by Figs. 4 and 5, known as the “Simplex 
Combined Stone-Breaker,” and patented by Messrs. S. 
Mason & Co. of Leicester, in 1884. By changing the posi- 
tion of the driving-wheel, and by using different faces to 
the crushing jaws, the machine can be used for different 
kinds of work. When arranged, as shewn in Fig. 4, it has 
a direct cracking motion; in Fig. 5 it has a grinding 
motion. The former is useful for ordinary concrete ; the 
latter is adapted for the production of smaller-sized 
aggregates, as for paving, &c., but as the pieces produced 
vary considerably in size, they ought to be passed through 
a screen on leaving the machine, so that the suitable pieces 
can be automatically separated from the remainder. 

The machine, when arranged as shewn in Fig. 4, has the 
driving wheel attached to the lower shaft (marked 14). 
The middle portion of this shaft is eccentric, and conse- 
quently the revolution of the shaft causes a forward and 
backward motion of the “pitman” (6); the movable 
toggle (4) is bolted to the pitman, its projection (and 
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consequently the opening between the crushing jaws,) 
being altered as required by means of loose strips of iron, 
as shewn between the numerals (4) and (6). The nose of 
the toggle fits into a groove in the back of the jaw- 
stock (1), and communicates its forward and backward 
motion to the latter. If the nose of the toggle be inserted 
in the bottom groove, the movement of the jaw will be 
only small, and the machine wiU be in the best form for 
cracking hard stone. If the toggle be inserted in the 
uppermost groove, the motion will be nearly doubled, and 



Fig. 4.— Simplex Combined Stone-Breaker, with Cracking Motion. 

the machine wiU then be best adapted for breaking soft 
stone. 

The jaw-stock swings on the upper eccentric shaft (13), 
and has a corrugated face (2) of chiUed cast-iron secured to 
it. Opposite the face-jaw is a similar “ fast ” jaw (3), kept 
against the frame of the machine by a wedge-plate (10) at 
each side of the mouth. The jaw-stock is kept against the 
toggle by means of the spring (11). 

When the machine is arranged as shewn in Fig. 5, the 
revolution of the upper eccentric shaft (13) causes an up- 
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and-down motion in the jaw-stock (1), while at the same 
time the toggle induces a slight forward and backward 
movement. The jaw-stock has therefore a rotary or 
grinding action. The jaws, it will be noticed, differ in 
section from those shewn in Fig. 4. 

In both machines the lumps of stone are fed into the 
mouth above the numeral (10), and after being crushed, 
the pieces pass out of the shoot at the bottom. To this a 



Fig. 5.— Simplex Combined Stone-Breaker, with Grinding Motion. 

cylindrical screen, perforated with holes increasing in size 
from the machine to the outlet of the screen, can be 
attached, and the pieces, which are too large to be 
used in the concrete, can be returned to the machine by 
means of elevators or otherwise, or can be reduced by 
passing them through a roller mill. 

Another kind of stone-breaking machine is of the 
“coffee-mill” type. Machines of this class consist of a 
hollow corrugated cylinder, (or cone with base upwards,) in 
which a solid corrugated cone is placed base downwards, 
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the base of the cone being slightly less than the internal 
diameter of the cylinder. A vertical shaft passes through 
the centre of the cone, and works in bearings at the top of 
the machine. The bottom of the shaft rests in a hole 
slightly out of the centre of a heavy horizontal wheel, 
which is made to revolve by means of bevelled cogs or 
otherwise. The revolution of this wheel induces an oscilla- 
ting motion in the cone on account of the eccentricity 
of the bearing of the latter. The stone is broken 
between the cone and the cylinder by the oscillation of 
the former. 

Machines of this type will do nearly twice as much work 
as those of the “ Blake ” type, but, although they are some- 
times used for the hardest stone (as for syenite at Croft), 
they are better adapted for softer material. The crushing 
faces of these machines cost much more in renewals than 
those of the jaw stone-breakers. 

A third class of machine is the “ roller ” mill. In this 
machine two chilled cast-iron rollers, with teeth set 
chequerwise, are made to revolve in opposite directions by 
means of cog-wheels. The teeth in the rollers are of 
different sizes and distances, according to the size of the 
broken stone required. 

Such machines are not adapted for breaking up large 
lumps of stone, but are usually employed in conjimction 
with a jaw stone-breaker to reduce the larger pieces which 
have passed the latter. No stones can pass through a 
roller mill larger than the size to which the roller-teeth are 
set. EoUers can be had for crushing stone into various 
sizes, from 3 inches down to J in. or even less. 

Size of Aggeegatb. — The smaller the several pieces of 
the aggregate are, the smoother will be the surface of the 
finished concrete, but a small aggregate gives weaker 
concrete than a large one, with the same amount of cement. 

The size of the largest pieces varies in different specifica- 
tions and for different purposes. For concrete in large 
masses, as in breakwaters, dock-walls, &c., it is best to 
have an aggregate ranging up to a considerable size, the 

ii 
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largest pieces being such as will just pass through a 3, 
3J, or even 4-in. ring. 

The same reasoning we employed to explain the advan- 
tages of coarse sand over fine sand, p. Ill, applies to the 
aggregate; the greater the number of pieces in a given 
quantity of aggregate the larger is the extent of surface to 
which the mortar has to adhere, and consequently the 
greater must be the excess of the mortar over the voids. 
But there is a limit of size which it is not advisable to 
exceed. This limit was fixed by the Metropolitan Board of 
Works in 1872 at 2 in. for all concrete in buildings, but 
there is no doubt that, for foundations and walls more 
than 12 in thick, an aggregate containing some larger 
pieces would prove, strength for strength, more economical. 
Pieces too large have a tendency to wedge together and 
to leave cavities in the concrete; they should be laid 
separately by hand as packing in the different layers. 

It is not often that the size of the largest pieces of the 
aggregate is allowed to exceed 4 in., even for concrete in 
large masses, as in breakwaters. For the foundations and 
walls of buildings, and for retaining walls, the limit of 
size may be placed at 3 in., or one-sixth the thickness of 
the foundation or wall, if this be less than 18 in. and more 
than 7 in. In London, of course, the maximum limit is 
fixed at 2 in. for all concrete in buildings. For walls and 
floors less than 7 in. thick, the limit of size may be placed 
at one-fifth the thickness of the concrete. For the surface 
coats of paving, the aggregate is usually broken into ^ in. 
or f in. cubes. 

A word of warning may here be uttered anent the 
apparent size of broken stones. To the unpractised eye, 
they always look smaller than they really are, and there is 
great difficulty in getting labourers to break the stones 
small enough. An aggregate specified to pass a 2-in. ring 
wiU be found, if broken by hand, to consist largely of 
pieces which would barely pass a 3-in. ring, and to contain 
many even larger fragments. This aggregate is in many 
oases tacitly accepted by the architect or clerk-of-works 
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without being submitted to any test whatever. It is such 
a simple matter to pass the broken stone through a sieve 
or screen, that architects should specify it to be done. 
Need it be said, that a good clause in a specification ought 
to be strictly enforced ? 

Washing the Aggregate, &c. — ^We have already pointed 
out the dangers which may arise from the use of dirty sand 
and aggregates, and have stated that these can be obviated 
by thoroughly washing them. 

The washing of the aggregate can most conveniently be 
done immediately before mixing the concrete, and can be 
carried out on the same platform, although it is better to 
have separate platforms, as the slope, which is required in 
the washing-platform, may cause cement to be carried away 
if the platform be used for mixing purposes. The washing- 
platform may be of boards or planks, and must be laid with 
sufficient inclination, so that the dirt can be easily removed 
by the water. The material should be shovelled backward 
and forward by one or more men, an ample supply of 
water being at the same time poured upon the heap by 
another man. Thorough agitation of the aggregate and a 
plentiful amount of water are needed, and the operation 
should be continued until the effluent water shows little 
trace of impurity. 

The washing of the aggregate leaves it in adamp state, and, 
therefore, in the best condition for making strong concrete. 
Where washing is not adopted, the aggregate ought to be 
sprinkled with water before using, as a diy aggregate absorbs 
moisture from the cement^ and leaves it without sufficient 
water for its proper induration. 

Fit-sand and sand from sluggish streams are also im- 
proved by washing, as they contain earthy matters, clay, 
and mud. The w-ashing cannot be carried out conveniently 
on an open platform, as the water would carry away a great 
part of the sand. Slmd- washing machines, for hand or 
steam-power, can be obtained, and are economical where 
large quantities of impure sand have to be dealt with. 
Where this is not the case, the sand may be placed in a tub 
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or troughi, into whioli a stream of water is turned j the sand 
must be well stirred, and the fine impurities will be carried 
away by the overflowing water. 

A great part of the salt contained in sea-sand may be 
eliminated by washing. Mr. E. C. Morgan recommends 
the following method. Fill a tub with the sand, and into 
the sand push a small iron pipe long enough to reach to the 
bottom of the tub and connected at the other end by an india- 
rubber pipe to the water-main; the water rises through 
the sand and flows over the edge of the tub, gradually 
carrying the salt with it. “ The sand should be washed as 
soon as it is taken from the beach.”* 

The washing would be more rapid and effectual, if the 
sand were agitated during the process. 

Meastjbino. — The various ingredients must be carefully 
measured in boxes separately. For rough work, carried out 
by the owner’s workmen, the aggregate may sometimes be 
measured with sufficient accuracy in wheel-barrows, a certain 
number to each bag of cement. But for all concrete which 
may be subjected to considerable stress, and for all contract 
work, each ingredient must be measured in a box. On no 
account must any deviation from this rule be allowed, for 
without accurate measurement the concrete cannot be of 
uniform strength — some portions will have too much 
cement and some too little, and the latter will be the 
measure of the strength of the concrete. And in addition to 
this lack of uniformity, it is quite possible that the propor- 
tion of cement used will be less than that specified, and in 
this case the whole mass suflers. 

The quantity of concrete which can conveniently be 
mixed by hand at one time does not exceed one cubic yard, 
but it is better to mix less than this, especially if the 
concrete be fine (as for thin walls, floors, <feo.) or the cement 
be quick-setting. Having decided upon the amount of 
aggregate to be measured, it is easy to calculate the size of 
the boxes required for that and for the other ingredients. 


Grwilt’s “Encyclopsedia of Architecture.’ 
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There are severals methods of measuring the ingredients. 
Sometimes a bottomless box or frame is used for the aggre- 
gate, with two handles on opposite sides, and, preferably, 
with the sides sloping inwards to facilitate the lifting of the 
frame when filled, as shown in Fig. 6. This is laid on the 
mixing board and filled level with the top ; upon it then is 
placed another frame of the same length and breadth but of 
smaller depth, — ^varying according to the specified ratio 
between cement and aggregate, — and this is then filled with 
cement and struck level with a straight-edge. 

The best method, is to fill the aggregate into a measuring- 
frame as above, then place on it another of suitable depth 



Fig. 6. — ^Measuring-Box, 


and fill it with sand; lift the two frames by the handles in 
their ends, and the sand is spread over the aggregate ; the 
cement must be measured in a box (with a bottom) and 
emptied over the heap. For instance, in the case of 
concrete specified to be composed of 1 part cement, 2 parts 
sand, and 4 parts broken stone, the stone could con- 
veniently be measured in a frame 4 ft by 2 ft. 6 in., by 
2 ft. deep, the sand in a similar frame 1 ft. deep (or prefer- 
ably in one rather deeper, say 3 ft. by 2 ft. 6 in., by 1 ft. 
4 in. deep), and the cement in a proper box 2 ft. by 2 ft, 
by 1 ft. 3 in. When large shallow boxes or frames are 
used, there is more liability of inaccurate measurement 
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In exposed situations, the mixing should be done under 
cover, so that the cement may not be carried away by the 
wind. 

Mixing. — There are two ways of mixing concrete, the 
“dry” and the “wet.” In the former all the ingredients 
are mixed together before any water is added j this is the 
method usually adopted in England. The wet method is 
common in France ; and consists in the cement or lime, and 
the sand, being made into mortar and then added to the 
broken material. The name hitain, has been applied to 
concrete made in the French way. For cement-concrete 
the English method is the better, for lime-concrete the 
French has some advantages. 

Concrete can be mixed either by hand or by machinery, 
the latter for large quantities being considerably more 
economical. Mr. Bemays, in 1880, recommended the mix- 
ing of concrete by hand, for the reason that machines can- 
not be fixed as near the place of deposition or moved as 
easily as simple wood platforms can ; at the same time he 
acknowledged that some machines did their work perfectly. 
Since that time, however, machines have come more and 
more into use, many being mounted on wheels, so that Mr, 
Bemays’s objection loses most of its weight. Nowadays 
many machines are employed by building-contractors, 
although they are not, of course, as large and powerful as 
those used in harbour-works. For small quantities of con- 
crete, mixing by hand is almost invariably adopted. Experi- 
ments seem to show that concrete mixed in a good machine 
is stronger than hand-made concrete (See Page 164.) 

Hand-mixing requires considerable care. The points to 
be aimed at in “ dry ” mixing are the following : — The 
platform should be as near the place of deposition as 
possible ; the sand and the broken material or gravel must 
be turned over so that the voids in the latter are filled 
by the former; the cement must be distributed equally 
throughout the whole ; sufficient water must be added so 
that it may cause the cement to form a thin film around 
every particle of sand and fragment of larger material, but 



MIXING PORTLAND-CEMENT CONCRETE. 


151 

not enoiigli to wash away the cement ; with quick-setting 
cement the operations must be rapidly completed. 

Fresh cement will take up more water than stale cement. 
A smaller quantity of water can be used in concrete if 
this be well rammed. 

Gillmore is right when he says that concrete, “ when ready 
for use, should appear quite incoherent, containing water, 
however, in such quantities that a thorough and hard 
ramming will produce a thin film of free water upon the 
surface under the rammer without causing in the mass a 
gelatinous or quicksand motion.” 

Portland Cement . — For Portland-cement concrete, Mr. 
Grant recommends that the ingredients be turned over at 
least three times dry, the water then added, and the whole 
mass turned over three or four times wet. It is not often, 
however, that so much manipulation is specified; more 
commonly it is specified that the materials shall be turned 
over twice and twice wel^ and this is siif&cient. 

Sometimes the operation is performed entirely with 
spades, either two or preferably more men being employed, 
and the heap being thorougMy turned over by them in 
shovelling it from one part of the mixing-platform to 
another, and back again ; the materials have thus been turned 
twice dry. Water in proper proportion is then sprinkled 
upon the heap by another man through a rose ; if the water 
be poured from pails, it is probable than some of the cement 
will be washed away and that excess of water will be used. 
The materials are again turned over during the operation of 
sprinkling, and after a fourth turning the concrete should be 
ready for use. 

In addition to the two or more men with spades, another 
nifl.Tt with a large two-pronged rake is frequently employed 
to rake the ingredients to and fro as they are turned by the 
spades : this is an improvement on the other method. 

Sometimes the lime or cement, and sand, are first care- 
fully mixed and afterwards the broken stone is added, the 
whole mixture is then well turned over before the water is 
added, and again afterwards. 
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Lias Lime . — This method has much to recommend it, 
and is indeed specifically enjoined by several makers of 
hydraulic lime. The following is a copy of the “ Instructions 
to Foremen, Workmen, and others ” issued by the Bamstone 
Blue Lias Lime Co. : — 

“ 1. Provide a clean floor to make concrete from ground 
lime. Measure one part lime and one part clean sand or 
ashes ; mis in a dry state. Measure the right quantity of 
broken stone, slag, brick-ends, or ballast j use in the 
following proportions : — 3 or 4 parts stone or ballast to 1 
part lime and one part sand. Spread out the stones or 
ballast in a thin layer \ throvr the dry mixture of lime and 
sand or ashes over the rough material ; then sprinkle the 
whole with a sufficient quantity of water to make the mix- 
ture work, and turn it over sharply until every particle of 
the rough material is coated. It should then be quickly 
thrown into a bed and well rammed. 

“ 2. Three men should not attempt to work more than 
half a bag of lime at once. To ensure good results it is of 
great importance that the mixture should not commence to 
set before it is put into the work. 

“ 3. In cases where our lime is used below water, the 
water should be kept off for 24 hours or, when practicable, 
longer, after which time it may, at the contractor’s option, 
be let in ; it will assist in hardening the concrete or 
mortar. 

“ 4. Great care should be taken that the sand and ashes 
used are entirely free from loam or dirt.” 

The last clause but one is worded in a most mysterious 
manner. The first clause, it will be noticed, does not insist 
on the whole of the ingredients being turned over dry \ the 
necessity for this is not so great seeing that the sand and 
lime have been well mixed dry, but it would certainly be of 
advantage. 

Selenitic Lime . — Selenitic lime requires different treat- 
ment from any other lime or cement, the difference con- 
sisting in mixing it with water “to the consistency of 
creamy paste ” before it is brought into contact with either 
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sand or aggregate. If a mortar-mill is available, the 
following method is recommended by the Selenitic Cement 
Co. 

“ Pour into the pan of the edge-runner 4 full-sized 
pails of water [about 12 gallons], 

2nd, — “ Gradually add to the water in the pan 2 bushels 
of Selenitic Lime^ and grind to the consistency of creamy 
paste.” 

3rd. — “Throw into the pan 2 bushels of deem sharp 
sandj burnt clay, ballast, or broken bricks, which must be 
well ground until thoroughly incorporated. If necessary, 
water can be added to this in grinding, which is preferable 
to adding an excess of water to the prepared lime before 
adding the sand.” 

ith, — “Spread 12 or 14 bushels of broken stone or other 
material upon the mixing platform ; cover these with the 
mortar prepared in the mill ; and turn the whole two or 
three times to ensure thoroi^h mixing.” 

If, however, a mortar-mill is not available, “ an ordinary 
tub (containing about 30 or 40 gallons) or trough with outlet 
or sluice may be substituted.” The modus operandi will be 
somewhat different. 

l5i. — “ Pour into the tub 4 full-sized pails of water.” 

2nd, — “Gradually add to the water 2 bushels of 
Selenitic lime, which must be well stirred until thoroughly 
mixed with the water to the consistency of creamy paste.” 

3rd. — “Measure on the mixing platform 2 bushels of sand, 
and 12 or 14 bushels of broken stone or other material, and 
mix these dry.” 

4:th, — “ Pour the lime-paste upon the aggregate and turn 
the whole over two or three times.” 

Concrete, made according to the foregoing instructions, 
will consist of one part lime, one part sand, and six or s&uen 
parts broken material, and will be suitable for ordinary 
foundations. A cubical box, measuring (inside) 13| inches 
on each side, contains about 1 bushel 

It is said that an addition to selenitic lime of one-sixth 
its bulk of Portland-cement quickens the setting. 
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Beton. — In the French method of mixing hitm, the 
lime or cement and sand are first made into mortar, and this 
is then mixed Trith the broken stones, &c. When lump or 
shell lime is employed, this system is the best, as the lime 
can be thorougHy slaked, and then groimd in a mortar mill, 
thus eliminating the danger of blowing which may result 
from the hydration of coarse particles of lime after the fine 
portion has set. The mortar may be mixed in the proportion 
of 1 part lime or cement to 1 J or 2 parts sand. 

Lieutenant Wright thus describes the operation of making 
leion at Boston (U.S.A.) ; — “ The concrete was prepared by 
first spreading out the gravel on a platform of rough boards, 
in a layer from 8 in. to 12 in. thick, the smaller pebbles at 
the bottom and the larger on the top, and afterwards spread- 
ing the mortar over it as uniformly as possible. The 
materials were then mixed by four men, two with shovels 
and two with hoes, the former facing each other, and always 
working from the outside of the heap to the centre, then 
stepping back and recommencing in the same way, and thus 
continuing the operation until the whole mass was turned. 
The men with hoes worked each in conjunction with a 
shoveller, and were required to rvh well into the mortar each 
shovelful as it was turned and spread, or rather scattered, 
on the platform by a jerking motion. The heap was turned 
over a second time in the same manner, but in the opposite 
direction, and the ingredients were thus thoroughly incor- 
porated, the surface of every pebble being well covered 
with mortar. Two turnings usually sufficed to make the 
mixture complete, and the resulting mass of concrete was 
then ready for transportation to the foundation. The 
success of the operation, however, depends entirely upon 
the proper management of the hoe and shovel, and 
though this may be easily learned by the labourer, yet he 
seldom acquires it without the partievlaT attention of the 
overseerJ^ 

CoxcRETE-MixEsrG MacHDfES. — Several kinds of concrete- 
mixing machines have been invented. Some of these are 
made in sizes small enough to be worked by hand, but the 
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most usual method is to drive them by steam-po\rer. Many 
concrete-mixing machines are used to-day for making the 
concrete required in the foundations and floors of large 
buildings, and they "will doubtless come more into use when 
their advantages are more widely known. Machine-made 
concrete is more thoroughly and rapidly mixed than hand- 
made, and for considerable quantities it is much cheaper. 
Besides this, machines do their -work -with more imiformity 
than labourers, and constant supervision is not therefore as 
necessary. Probably before many years are over, architects 
will specify that all concrete in large works shall be mixed 
by machinery. Care will, however, have to be exercised by 
architects in approving concrete-machines, as many of these 
seem designed rather to turn out a large quantity of concrete 
than to insure the thorough mixing of the materials. 

One of the first machines to be adopted was a simple 
revolving cylinder, inclined at an angle of 6 or 8 degrees to 
insure the forward movement of the concrete-materials. It 
was much used in Germany about thirty years ago, and is 
the germ from which many modem machines have sprung. 
The chief advantage of this type of machine is that it is 
continuous in action j the measured materials, after being 
turned over dry on the mixing platform, can be continuously 
fed into the cylinder at one end, and without cessation 
they are mixed with water and ejected at the other end. 
But this very advantage may prove to be a disadvantage if 
the cylinder be inclined too much ; for in this case, the 
materials would pass out of the machine before they had 
been thoroughly mixed. No hard-and-fast rule respecting 
the inclination of the cylinder can be laid down, as it must 
vary according to the character of the concrete. A very 
aggregate requires a greater inclination than a coarse 
one; an aggregate containing a large proportion of sand 
also requires a greater inclination than one containing little 
or no sand. 

It was soon found that the plain inclined cylinder did 
not miT the materials properly, and an improvement was at 
length effected by riveting three or four dividing-plates to 
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the inside of the cylinder. These tiiraed the materials over 
more thoroughly. Le Memvierh Gomrete 2[a/Mne is, we 
believe, the earliest example of this improvement. 

At first, the dividing-plates were fixed in a straight line 
from end to end of the cylinder, but they are now frequently 
arranged in a spiral form, each plate making about half-a- 
tum in the length of the cylinder. This arrangement 
facilitates the ejection of the concrete, and allows the 
cylinder to be retained at a moderate inclination. 



rig. 7.— iiTessrs. S. 3Iasoii & Co.’s Concrete-Mixer. 


A further modification of this type of machine is shown 
in Fig. 7, which represents a kind of concrete-mixer made 
by Messrs. S. Mason Co., of Leicester. It will be seen 
that, in this machine, the mixing vessel, which is of steel- 
plate, is really not a cylinder, but the frustum of a cone. 
The change of shape is designed to assist the passage of the 
materials, and is of advantage especially for small aggre- 
gates. Ihree or four dividing-plates of 3 in. x 3 in. angle- 
iron, are riveted to the inside of the cone, and run straight 
from end to end. The different parts of the machine will 
be understood without further description. Hand-power 
machines of this kind may be had with cones 6 ft. long 
and 2 ft in diameter at the smaller end, and steam-power 
machines with cones from 6 to 9 ft long and 2 ft. or 2 ft. 
6 ins. in diameter. 

WaUet^s machine is on the same principle as the inclined 
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cylinder-machines already described, but instead of a cylinder 
with dividing-plates, he uses a mixing-vessel or tube, the 
cross-section of which may be described as a quatrefoil or, 
perhaps more accurately, as a Greek cross with all the 
angles rounded. As the tube revolves, the materials are 
turned from arm to arm of the cross, and well mixed 
together. 

Ridley^ s GomreterMixer has a fixed inclined cylinder 
with a central shaft carrying longitudinal shelves, which 
lift the materials ae the shaft revolves, and mix them 
together.”* This has no advantages over the ampler 
machines already described. 

Stoners Concrete-Mixer is an inclined open iron trough, 
along which the materials are forced by means of a revolving 
shaft carrying blades arranged in the form of a screw. 

The second-class of concrete-mixers includes all machines, 
by which the mixing is effected within a closed revolving 
vessel. In these the action is not continuous, as in the 
foregoing class of machines, but intermittent The requisite 
quantity of materials is put into the vessel, which is then 
closed and made to revolve a certain number of times, the 
proper number being ascertained by actual experiment for 
different mixtures. After the necessary revolutions have 
been made, the vessel is opened and emptied. 

A simple machine of this kind was used in constructing 
the fortifications on Staten Island, New York Harbour, in 
1870-1, and is described by Gillmore in his work on 
‘‘Limes, Hydraulic Cements and Mortars.” It consisted 
of a cubical wooden box, made to revolve by means of a 
shafts which ran diagonally through the box from opposite 
comers. The box measured 4 ft each way, and was 
charged with about 36 cubic feet of mortar and aggregate, 
measured separately. Eight revolutions of the box,” says 
Gillmore, “ made in less than one minute, are found to be 
quite sufficient to produce the most thorough incorporation 
of the mortar with the broken stone and graveL” 


Rivington's “Notes on Bnildiog Construction ” part iii. 
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Instead of a cubical wooden box, Sykes's macbine has a 
short iron cylinder with a door at each end, and inclined in 
such a manner that a horizontal shaft passes through the 
upper part of one end of the cylinder and the lower part of 
the other. The eccentric position of the shaft causes the 
cylinder to revolve in a peculiar manner, the materials being 
tumbled about in various directions and so mixed. 

J/esse/ii^s Patent GoncreU-Mixen* consists of a closed box 
or chamber of a peculiarly irregular shape, made to revolve 
on an axle. Messrs. Stothert k Pitt, the makers, say that, 
“ in from six to twelve revolutions (the number necessarily 
being varied according to the weight and nature of the 
materials), a more perfect mixture is effected than can 
possibly be produced by hand.” 

A simple apparatus, described by Gillmore, consists of 
a vertical shoot divided into several compartments by 
shelves or flaps hinged alternately on opposite sides of 
the shoot; the materials are placed in the uppermost 
compartment, and the flaps are then dropped to an angle 
of about 45 degrees by means of levers, so that the 
materials fall from one flap to another until they reach the 
bottom in a state ready for deposition. This apparatus 
does not appear to be used in England, and probably in 
America it has been superseded by machines of the kinds 
already described. 

DEPOSiTiNa — ^The mixing ought always to be done as 
near as possible to the place where the concrete has to be 
used. It is better to move the platform or machine when 
these would be more than about thirty yards from the 
point of deposition. 

For foundations in shallow trenches the concrete can be 
thrown by spade straight from the platforms, if these are 
near the trenches, or can be wheeled in barrows and tipped. 
The method formerly advocated of tipping concrete from a 
height of three or four yards is now discountenanced, for the 
reason that the larger stones in falling become separated 
from the mortar and smaller stones, and the concrete is not 
therefore homogeneous and uniform. For the same reason, 
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shoots are now falling into disuse ; a shoot has also the 
further disadvantage that the larger stones, on account of 
the velocity which they attain in passing down the shoot, 
fall some distance in front of its mouth; whereas the 
mortar, sliding gently down, drops vertically from the 
mouth, thus counteracting to a great extent the labour 
bestowed in carefully mixing the ingredients. This evil 
can be mitigated by turning over and re-mixing the con- 
crete immediately it reaches the bottom of the shoot, but 
no time must be lost either in the original mixing or in the 
depositing if this second mixing is to do any good. 

For deep trenches, the concrete, if it cannot be mixed in 
the trench, may be lowered in barrows or pails ; sometimes 
it is carried down in hand-barrows ; more frequently, how- 
ever, it is tipped from the surface, as the cost of lowering it 
is not thought to be counterbalanced by the advantages 
gained. 

For walls, floors, &c., it can best be carried and hoisted 
in pails or barrows. 

The concrete ought to be deposited as soon after mixing 
as possible, as any disturbance of the mass, after the 
cement has begun to set, detracts from the ultimate 
strength. Rapidity of execution where quick - setting 
cement is used, is a point which must be carefully 
attended to. 

For depositing concrete imder water, hoppers or shoots 
are sometimes used ; but it is better to use a box or skip, 
so arranged that its contents can be released when it 
touches the bottom, either automatically or by pulling a 
cord. Into the details of such work and of the bag system 
it is not our province to enter. We may just say that con- 
crete, deposited in water, ought to be somewhat richer in 
cement than ordinary concrete, and that all motion of the 
water ought to be prevented if possible as it tends to wash 
away the cement. 

Packing. — Considerable saving can be effected by packing 
rough stones into concrete, while it is being deposited. This 
can only be done of course when the concrete is in large 
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masses, as in foundations, retaining '^alls, harbour-works, 
and the like. Sometimes the “packing” amounts to as 
much as 25 per cent, or more of the total bulk of the 
work. 

In heavy engineering works, some of the stones thus 
inserted contain a cubic foot or more, but in buildings 
smaller pieces must be used according to the thickness of 
the wall or foundation. Care must be taken that none of 
these lumps of stone are placed within 3 inches or 4 inches 
of the face of the wall or of each other, and the concrete 
should contain a proportionate excess of mortar in order 
that the packing may be properly united with the rest of 
the mass. All packing-stones should be wetted before being 
laid in the work. 

It must be remembered that the difficulties of superin- 
tendence are much increased when packing is specified, as 
there can be little check on the quantity of packing which 
a contractor can put into a waU. For this reason it is 
better, in contract work, where the constant supervision of 
a clerk of works is not available, to forbid all packing and 
to use a well-broken aggregate, irregular in shape and size, 
and containing, therefore, as small a quantity of voids as 
possible. In this way, the cement will bind a larger 
quantity of aggregate, and the cost entailed by forbidding 
packing will be, to some extent^ reduced. 

Ramming. — ^T he advantage of suitable ramming or pun- 
ning is obvious. It compresses the concrete, rendering it 
more solid and free from voids, and squeezes out all super- 
fluous water. We have seen that the Romans probably 
adopted it. Too much ramming, however, is dangerous, 
as it may be continued until the cement has begun to 
set, and in this case a loss of strength is entailed. For 
this reason, concrete made with Roman or other quick- 
setting cement ought not to be rammed at alL 

Mr. K C. Clarke (1885) “doubts the expediency of 
punning concrete, except when used in thin layers, as in 
pavement work, where it promotes consolidation and adhe- 
sion. In other cases, uiless the concrete is very stiff, 
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punning tends to separate the more fluid portions and to 
produce strata of different density, and also disturbs the 
setting.” Note the saving clause — “unless the concrete 
is very stiff.” 

Mr. Grant, however, carried out a series of experiments 
which showed conclusively that compression increases the 
strength of concrete. He declares that “ for blocks, thin 
walls, sewers, arches, floors or paving, concrete may be 
punned in layers with advantage.” The manufacturers of 
artificial stone and paving, and of concrete drain-pipes, 
almost invariably compress the raw material in one way 
or another in order that the goods may be strong and im- 
pervious to water. 

The results of Mr. Grant’s experiments on the crushing 
strength of concrete compressed and not compressed were 
given in Table XYL, p. 127. The compression was effected 
by beating the concrete into the moulds with a small 
mallet. The resultant gain in strength averaged 28 per 
cent, for the 1 to 6 mixtures, 28 per cent, for the 1 to 8, 
and 24 per cent, for the 1 to 10, a gain by no means to be 
despised. 

But concrete not only gains strength by compression ; 
its density, and consequently its imperviousness to water 
and its durability, are also increased. Without ramming 
it is impossible to have impervious concrete. 

Of course the concrete of ordinary walls cannot be 
rammed with the same vigour with which the concrete of 
foundations may be rammed. For the latter a moderately 
heavy punner of iron, or of hard wood bound with iron, may 
be use<i hut such an implement, if used for walls, would most 
likely cause the wooden boards enclosing the wall to bulge 
out, and the appearance of the wall would be irretrievably 
spoilt. For walls, therefore, a lighter implement shoidd 
be used. Concrete floors are frequently consolidated by 
beating with the back of the spade used in spreading the 
concrete. 

lii^YEBS. — Opinions differ as to the thickness of the layers 
in which concrete should be deposited. Some advocate 
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thick layers, some thin ones. The lime-concrete founda- 
tions of the army headquarters at Simla were rammed in 
3 in, layers. Layers so thin are very seldom adopted, 
because, whatever care may be taken, the joints between 
the layers are always a source of weakness. During the 
operation of punning, some of the water in the concrete is 
forced to the surface, and brings with it part of the con- 
stituents of the cement, causing sometimes a film of soft 
clayey matter upon the surface. This effectually prevents 
the adhesion of the next layer. 

For this reason, concrete, which has been exposed for a 
day or two, should he swept clear of this matter, and also 
of all loose stones and dust, before another layer is added. 
The surface should also be well watered, and if good work 
is required, should be roughed with a pick, although 
this last operation is not as beneficial as is sometimes 
imagined. Mr. Bemap recommends that the surface of 
concrete in large walls, if it have been long exposed, should, 
in addition to being swept and watered, be dusted over 
with neat cement, and sometimes have a chase, say, 12 in. 
by 9 in., cut in it to form a key for the next layer. 

Some persons think each layer, after being swept, ought 
to be watered with thin grout before the next layer is laid, 
but grout is somewhat uncertain in its action. 

Layers 9 in. or 12 in. thick are often specified, but layers 
IS in. thick are on the whole more satisfactory. Some- 
times a thickness of 2 ft. or even 3 ft. is laid at one opera- 
tion. Thick layers ought not to be attempted unless a 
good machine or a very large number of men are employed 
in mixing the concrete, as otherwise the depositing and 
ramming such a thickness may take so long that the lowest 
portion may have begun to set before the men can finish 
the upper part, and this will cause a disturbance of the 
setting, and consequent weakness. On the whole, it may 
be considered best to deposit concrete foundations less than 
18 in. thick in one layer, and above this thickness in two 
or more layers not exceeding 18 in. each. The concrete of 
retaining walls may be rammed in 18 in. or 24 in. layers. 
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The frames used in forming the walls of buildings usually 
allow a thickness of 18 in. to be deposited at one operation, 
and never more than 24 in. Paving and floors must always 
be rammed in one thickness ; the surface, however, may be 
finished with finer concrete after the mass has set. 

In the formation of concrete arches, care must be taken 
that the concrete is not deposited in thin layers following 
the curve of the arch, but the full thickness of the concrete 
must be laid at once, and rammed in the direction of the 
thrust, so as to form longitudinal courses like continuous 
voussoirs, having the joints between adjacent courses radial 
to the curve of the arch. This is an important point, 
especially if the whole arch cannot be completed in one 
day. The breadth of the longitudinal courses will depend 
on their depth, <fcc. ; it may be from 6 in. to 18 in. for 
large arches. Small arches, such as are used in floors, 
will be laid at one operation. During the ramming of the 
concrete in large arches, a movable board with curved face 
can be used to retain the concrete and to form the extrados. 

Peotection during Setting. — It is useless to make good 
concrete, unless care is taken to protect it imtil it is hard 
enough to take care of itself. 

Any disturbance of concrete during setting injures it. 
Cement cannot be gauged, left to set for a short time, and 
worked up again without loss of strength. Cement ground 
with water in a mortar-mill for half an hour makes consider- 
ably weaker briquettes than cement gauged by hand as 
quickly as possible. After cement has begun to set, it 
ought not to be disturbed until it has hardened sufficiently 
to bear easily any weight that may be put upon it. Walk- 
ing across a concrete floor, before the hardening is suffi- 
ciently advanced, will cause rotten places in the concrete. 
For this reason, all concrete, especially in floors, arches, 
and roofs, should be carefully protected after being laid ; 
all traffic across such concrete being absolutely forbidden 
for as long a period as possible. 

The duration of the protection will vary according to the 
kind of cement employ^, and according to the richness of 
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the concrete. Quick-setting cements, such as Roman 
cement and plaster of Paris, do not require as long a pro- 
tection as Portland cement. In the case of floors, where 
the concrete is the weight-carrying material, the centres 
should not be struck in less than 4 or 5 weeks, if Portland 
cement is the matrix ; whereas with plaster of Paris one 
week would suffice. Again, sand retards the setting and 
hardening of cement— see Fig. 3, p. 74— and therefore 
concrete containing a large proportion of sand requires 
longer protection than concrete containing little or no sand. 
When traffic across concrete is permitted before it has 
hardened sufficiently, it may be protected by covering it 
with moist sand or sawdust or sacks, on the top of which 
strong planks are carefully laid where required. The pre- 
cautions to be taken to prevent injury being done to con- 
crete by heat and cold, &g. will be considered in the next 
chapter. 

Strength op Hand-mixed and Machine-mixed Con- 
crete. — ^The following record of tests by Mr. E. L. Ransome 
shows that machine-mixed concrete may be considerably 
stronger than concrete mixed “skilfully and thoroughly” 
by h^d. The tests were made in America on 4 in. cubes, 
but in the table the ultimate loads are given in English 
tons per sq. ft. 

Table XIX., A.— Compressive Strength op Hand-mixed and 
Machine-mixed Concrete. 


Age in weeks 

1 

2 

3 

4 

A. I cement to 12 limeetone. 

Tons per square foot. 

No. 1. Mixed by band 

16 

22*3 

22*3 

22*3 

2. „ in mill and turned 56 times 

32-1 

32*1 

32*1 

38*4 

!• 3. ,, ,, ,, 343 „ 

44*6 

39*2 

49*1 

40*1 

B. \ cement to G fine granite. 





No. I. Mixed by band 

56-2 

72*3 

67*8 

80*3 

.. 2. „ in mill and tamed 300 times 


88*4 

96*4 

88*4 






CHAPTER XIY. 

THE WEATHEE— ITS EFFECTS OX COXCEETE. 

General Effect — Heat, moist ana dry — Variation of Temperatnre — 
Frost. Effect on Briquettes, and on Concrete — Eemedies : — L 
1. raising temperature of materials : 2. lowering freezing-point 
of water (Salt. Soda. Sugar. &c.) : 11. 1. lowering freezing-point 
of water : 2. hastening setting. &c. ; 3, warming surrounding air 
— Expansion and Contraction. 

General effect of Heat avd Cold. — C oncrete requires 
protection not only against traffic, but also against extremes 
of temperature, as the state of tbe atmosphere has a very 
great influence on the hardening of hydi’aulic limes and 
cements. The scorching heat of summer is almost as in- 
jurious as the biting cold of winter. The former is dan- 
gerous, because it abstracts the water which is necessary 
for the proper crystallisation of the lime ; the latter, because 
it freezes the water, causing it, therefore, to swell and 
crack the mortar, so that sometimes the latter becomes little 
better than so much sand. 

BtEAT, Moist axd Dry. — Moist heat hastens the setting 
of cement, and also its hardening ; it is dij heat which is 
injurious. Pats of Portland cement, which set properly 
and attain considerable hardness in a few hours, will, if kept 
on a mantel-piece over a good fire for a few days, become 
quite easily friable. And yet it is not yery many years 
since a correspondent in Th.6 Engineer adYOcated the ligat- 
ing of fires eveiy evening at the feet of mill chimneys, in 
order to set the mortar which had been laid that day. Heat 
win dm mortar, but that is a veiy different thing from 
causing it to set. Rapid drying is injurious. 
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The rapid drying of floors and roofs may he prevented by 
covering the concrete for a week or more with a shallow 
pool of water renewed when necessary, or with a layer of 
sawdust or sand kept continually moist, or with straw, 
sacks, &c., which protect the concrete from the direct action 
of the sun and wind. 

Portland-cement stucco is seldom sound when executed in 
hot summer weather, unless great care has been taken in 
wetting the concrete or brickwork before applying the stucco; 
protecting the wall as far as possible from the direct action 
of the sun is also a useful precaution. Warm, damp weather 
is most suitable for the setting of cement, whether in stucco 
or concrete, but damp weather, even somewhat cold, is better 
than extremes either of heat or frost. 

Vaeutiox’ of TE3kiPERATUEE. — ^Variation of temperature 
is also to be avoided as much as possible. Mr. W. W. 
^laekay of the Docks Department, New York, found in 
1876 that Portland-cement briquettes, made and kept in 
water, at a uniform temperature of 60® Fahr., were, at the 
end of 7 days, 30 per cent, stronger than exactly similar 
briquettes which were made at a temperature of 60° to 70° 
and kept in water varying daily from 70° down to about 40°. 
K this short range of temperature retards the hardening of 
neat cement to such an extent, we can understand that the 
effect wiU be greater with greater cold acting on mortar 
and concrete. 

It frequently happens that concrete is exposed to the 
heat of the sun by day and to keen frost by night, and thig 
is almost sure to cause cracks in the work. Covering the 
concrete with straw, sacks, &c. will afford some protection, 
but in many cases it will be best to stop the work until the 
weather is more suitable. 

Frost. — Almost every architect and builder learns by 
bitter experience the ill effects of frost on newly-made 
mortar and concrete. Its primary effect is to crystallise 
the water in the mixture, and this crystallisation has two 
results, — ^it prevents the chemical union of the water with 
the cement, and, as water expands in solidifying, it forces 
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apart the different constituents of the mortar and concrete, 
so that, when a thaw occurs, there is little or no coherence 
between them. Undoubtedly in many cases mortar and 
concrete harden after having been attacked by frost, but it 
is equally true that they never attain the strength of 
similar but unfrozen mixtures. 

Effect op Frost on Briquettes. — ^Laboratoiy experi- 
ments seem to show that frost does little harm to Portland- 
cement briquettes. A series of tests by Herr Bohme led 
him to the conclusion that the effect of frost was merely 
“ to retard the setting of the cement, causing it to remain 
soft and reducing its tensile strength and resistance to com- 
pression. This retardation, however, had little permanent 
effect, the cement becoming nearly equal to the imfrozen 
specimens after the lapse of a few days.” 

It must be remembered that briquettes made in the 
laboratory are mixed with the least possible quantity of 
water, and that all the conditions are favourable to the 
initial setting and hardening of the cement. On the other 
hand, concrete made and deposited in the open air, usually 
contains water in excess ; the ingredients are not thoroughly 
mixed ; and interstices, more or less filled with water, re- 
main, affording a lever which the frost is only too ready to 
use. The difference in hydraulic energy between neat 
cement) and mortar containing two or three volumes of sand 
to one of cement, must also be borne in mind. 

The latter point is emphasised by the results of experi- 
ments carried out by Mr. Fitzmaurice in Nova Scotia during 
the winter of 1890-1. Exposure to natural frost for four 
days (out of a total of 28 days) reduced the strength of 
•nmt Portland-cement briquettes 15 per cent., and of 
cemmtrandrsafid briquettes (1 to 3) from 28 to 35 per cent, j 
again, exposure for the full period of 28 days reduced the 
strength of the former 35 per cent., and of the latter no 
less than 57 per cent. 

Effect op Frost on CtoNCRETK — These experiments 
confirm the results which architects and engineers obtain in 
actual practice, namely, that mortars and concretes, which. 



i6S 


CONCRETE. 


subject to oi*dinaiy temperatures are of satisfactory strength, 
are, under the influence of frosts, considerably ■weakened or 
in extreme cases rendered thoroughly rotten and worthless. 
These ill effects are observed not only when concrete is 
mixed and deposited during frost, but also when concrete, 
mixed and deposited at higher temperatures, is attacked by 
frost before it has hardened enough to resist it. 

Eemedies. — 1. In the former case, — namely, that of con- 
crete to be mixed and deposited during frost, — ^two methods 
are feasible : — 

1. Eaising the temperature of the concrete-materials, 
&c., and 

f2. Adding some substance to the water in order to 
lower its freezing-point, and so prevent its 
congelation. 

11. In the second case, — ^namely, that of concrete rightly 
deposited but likely to be attacked by frost before it has 
set, — the concrete may often be protected from injury by 
one of the following three methods ; — 

1. Lowering the freezing point of the water as in the 

former case. 

2. Hastening the setting and hardening of the concrete, 

so that it shall be sufficiently strong to resist the 
frost when it comes. 

3. Keeping the temperature around the concrete at a 

point above 32" Fahr. 

I. W e will first consider the methods which must be adopted 
in the case of concrete to be deposited during actual frost. 

1. Eaisixg the temperature of the Concrete-materials, 
itc. — This is undoubtedly the most scientific method which 
can be adopted, for a rise of temperature hastens the setting 
and hardening of cements, and does no harm provided that 
the moisture be not unduly driven off, while, on the other 
hand, a lowering of temperature retards or stops the 
processes. 

The difficulty of this method, however, lies in ite appli- 
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cation. The most obvious means of raising the temperature 
of the concrete is to mis it within a building artificially 
heated, and to use in the mixture warm water instead of 
icy-cold. Against neither of these can any valid objection 
be raised on the score of injury to the concrete ; each has 
for its object the mixing of the ingredients under, approxi- 
mately, those conditions which obtain in summer. The 
chief objection raised against them is that the heat thus 
imparted is lost soon after the concrete is deposited in the 
open air j in fact, that only one-half, and that the simpler 
half, of the problem has been solved, while the other half, 
— ^the protection from frost during setting, — ^has not been 
attempted. This objection is valid when the concrete is 
only thin, as in floors, paving, the walls of ordinary build- 
ings, &c., and the method would be of little avail, if some 
subsequent means of protection were not adopted. In con- 
crete, however, deposited in large masses, and containing 
therefore a greater store of heat^ the damages wrought by 
frost are not so greats and the surface-skin, which may be 
damaged, bears only a small proportion to the mass of the 
concrete. 

Mr. Fitzmaurice, whose teste of frost-bitten briquettes 
have already been mentioned, proved in actual practice in 
Nova Scotia that concrete can be safely deposited during 
frost In addition to mixing the ingredients in a warm 
building, he caused the whole of the bed, on which the con- 
crete was to be deposited, to be well steamed, and by raising 
the temperature in these two ways, he achieved success. If 
the temperature rose during the day to about 26° Fahr., work 
was carried on, even though at night the thermometer often 
registered no less than 42° degrees of frost. He thus* 
describes the work and states his conclusions: — “Before 
laying any masonry or concrete all ice was carefully 
picked out, a steam hose played over all the places 
where any masonry or concrete was to be deposited, for 
fifteen or twenty minutes, and each stone was well 


* Proc. Inst. C, E., vol. cvii. (1891-2), pari i. 
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steamed In the spring, the work which had been 

done in this way was examined, and some of it picked out ; 
and it was found perfectly sound except the top two inches 
of concrete. No salt was used in the water on these works. 
It therefore appeared that concrete and masonry work 
could be carried on safely in comparatively [sic] cold 
weather if the concrete was mixed under cover, and if, by 
use of steam or other means, care was taken not to deposit 
it actually frozen or on material already frozen.” On the 
other hand, a test-block of concrete (1 to 6 J) made in the 
open air during frost and left in the open for four months, 
was found not to have set at all, — “ the whole block could 
be picked out with a stick.” This showed the value of 
mixing the concrete in a warm room and of using the 
steam-jet. Certainly Mr. Fitzmaurice has shown archi- 
tects and engineers one way out of an oft-recurring 
difficulty. 

Another method, which has frequently been recom- 
mended for a moderate degree of frost, is based on the fact 
that calcium oxide (quicklime), on being mixed with water, 
combines with it to form calcium hydrate, considerable heat 
being evolved in the process. In all hydraulic limes, the 
same action takes place to a greater or less extent. The 
use of lime in a “ hoi^” — i.e., unslaked, — state, has for this 
reason been frequently adopted in frosty weather, and 
undoubtedly the heat evolved in the mixing of the ingre- 
dients does prevent the immediate freezing of the concrete. 
The disadvantages of the use of unground lime in a hot 
state have however caused the practice to faU into desue- 
tude. Moreover, common lump lime does not furnish 
a concrete strong enough for all purposes, and its use 
cannot therefore be proposed as a sort of diaoatholicum. 
Ground hydraulic lime is of course unslaked, unless it has 
been exposed to the atmosphere for a time, and some of the 
varieties yield excellent concrete. The heat, evolved in 
the mixing of such limes with water, renders the concrete 
temporarily frost-proof, but, as these limes set slowly, 
the heat may easily be lost before the setting is suffi- 
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ciently didvdiiicsd) diiid tlie concrsts msiy sifter all succumb 
to the frost. This method, therefore, is not -wholly 
recommendable. 

2. Loweeino the Feebzing-point of the Water used in 
the concrete is the second method by which concrete be 
mixed and deposited during frost This is the method 
most frequently adopted, although it is really unscientific, 
for the setting and hardening of cements are retarded or 
stopped by low temperatures, while the strength is probably 
permanently lessened. It may happen therefore that 
concrete mixed in this way sets so slo-wdy as to be soft for 
weeks, and that it does not harden to any great extent 
until the temperature has risen considerably above freezing- 
point. The method, however, has the advantages of sim- 
plicity and economy, for it consists merely in the addition 
of some substance to the water, or in the substitution of 
sea-water for fresh water. 

The substance most usually employed to lower the 
freezing-point of water used in concrete, is common salt 
(sodium chloride), but other “salts” have a similar, 
although, as a rule, smaller effect. Among others, washing- 
soda (sodium cairhonati), potash (potassium carhonate), salt- 
petre (potassium nitrate), and chloride of lime (calcium 
chloride), may be mentioned. Sodium chloride and sodium 
carbonate appear to be the only ones which have been 
tested with cement^ and consequently these only can here 
be considered. 

CoMMOir Salt (sodium chloride, Na Cl). — It may be taken 
that for every one per cent, (by weight) of salt, which is 
added to water, the freezing-point of the liquid is lowered 
1*08° Fahr. ; that is to say, about 13 per cent, of salt -will 
be required to lower the freezing-point of water 14®. It is 
seldom, however, that more than 7 or 8 per cent, is added 
to the water used in concrete ; if the frost is too keen for 
this to avail, some other method ought to be adopted or 
the work stopped. 

Professor Baker in his “Masonry Construction” gives 
the folio-wing rule: — “Dissolve 1 lb. of salt in eighteen 
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gallons of water when the temperature is at 32° Fahr., and 
add one ounce of salt for every degree below freezing-point.” 
According to this rule, a temperature of 18° Fahr. would 
require 1 lb. 4- 14 oz. of salt in every 18 gallons or 180 lb. 
of water, that is to say, little more than one per cent, 
by weight. It is clear that Professor Baker’s rule under- 
estimates the amount of salt required. Ordinary sea-water, 
which contains about 2-7 per cent, of common salt and 
•8 per cent, of various other salts, freezes at 27*4° Fahr. 
Had the professor said, “ add one pound of salt for every 
degree below freezing-point,” he would have been nearer 
the mark, but still under it. 

In Chapter IX. experiments were quoted to show that 
cement briquettes gauged with salt water are at early dates 
stronger than similar ones gauged with fresh water, but 
that the gain is only temporary. No permanent ill effects 
of any consequence, however, seem to accrue from the 
use of salt water, provided the salt is not present in 
excess. Beyond 7 or 8 per cent, (by weight), it is not 
safe to go. 

TVashixg-soba, which consists of crystals of sodium 
carbonate (NaoCOg, 10 HgO), is sometimes used, and Herr 
Reinhofer considers that it is an excellent preventative of 
the ill effects of frost. It has not, however, been put to 
the test of actual practice to the same extent as common 
salt, and its use cannot therefore be recommended with the 
same certainty of success. Indeed, experiments by Mr. A. 
E. Carey, M. Inst. C. E., go to prove that it has a slightly 
worse influence than common salt, on the strength of 
Portland cement. 

Sugar has been frequently and warmly recommended as 
an antidote against frost. It lowers the freezing-point of 
water to which it is added, and consequently permits work 
to be carried on when the temperature is below freezing- 
point, but it is not as effective as common salt, and water 
containing as much as 20 per cent of sugar (hj weight), 
cannot apparently be used in more than 5 or 6 degrees of 
frost. The effect of sugar on lime and cement must be 
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considered as \rell as its effect on water, and it is here that 
it is shown to fail 

It cannot be doubted that the addition of sugar to fat 
lime increases its strength- This fact has been frequently 
demonstrated, not only in England but also in India and 
elsewhere. It appears probable also that sugar in moderate 
proportions has a beneficial effect on hydraulic limes, 
especially those of the feebler sorts, but as there would be 
large elements of uncertainty in every different case, an 
actual test extending over some months ought really to 
be made. By the time the test had been carried out, the 
need for it would have passed for another season. 

Portland cement, however, is a material differing vastly 
from ordinary fat lime and from feebly-hydraulic lime. So 
delicate are the relations between the components of Port- 
land cement and water, that very little is required to 
disturb them. A little too much lime or clay, a little 
sulphuric acid, a little mud or dust, a little impurity in the 
water — each of these is enough to disturb to some extent 
the chemical action of setting and hardening, and in 
extreme cases to prevent the action entirely. 

To say the least, the use of sugar with Portland cement 
is fraught with danger. A very small quantity, of course, 
may not do much harm; indeed, experiments with a 
German Portland cement showed that its strength was 
increased at the end of three months by the addition to the 
cement of 0*1 2 to 2 per cent, of pure sugar. More than 
2 per cent.,* however, rendered the cement useless. Mr. 
Henry Faija, who is an authority on Portland cement, says 
that sugar causes it to “*blow,' expand, crack, disin- 
tegrate, and destroy any work in which it is used.” 
Experiments were made by Mr. A. E. Carey t with the 
result that out of 24 blocks of cement or cement-mortar 
containing sugar, 18 fell to pieces before being tested. 

* This quantity (assuming the weight of water in the briquettes 
to be one-fifth the weight of cement) would be 10 per cent, of the 
weight of the water. 

t Proceedings of the Inst, C, E., voL cviL (1891-2). 
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Speaking of these blocks, Mr. Carey says that “ in all cases 
a large quantity of gelatinous tasteless substance was 
exuded, .... and in setting, the blocks contracted greatly, 
more especially the samples without sand.” 

Professor Ira 0. Baker, an American, considers that the 
best Portland cement derives no great benefit from the 
addition of sugar, but that Eosendale cement (an American 
natural cement, akin to some of our own natural cements) 
gains 20 per cent, in tensile strength, when mixed with 
0*12 to *25 per cent, of sugar (by weight), and that lime- 
mortar gains no less than 50 per cent, when sugar is added 
to the extent of one-tenth the weight of the lime. 

Be this as it may, it is clear that a veiy small percentage 
of sugar is enough to destroy the setting properties of 
Portland cement, and we may therefore conclude that sugar 
is not a safe material to use with it as a remedy against 
frost. 

After all, therefore, common salt may be considered to 
be the substance best adapted for lowering the freezing- 
point of water used in concrete. 

II. The second case, — ^namely, that of concrete rightly 
deposited but likely to be attacked by frost before it has 
set, — ^remains for consideration. In England, this case 
occurs more frequently than the one which has just been 
considered. There are several months in the year, during 
which concrete can as a rule be made and deposited in the 
daytime, while at night keen frosts interfere with its 
setting. Three methods of preventing injury being done 
by the frost, have been mentioned. 

1. Lowebing tee Freezing-point op the Water. — ^A s 
the application of this method has already been discussed, 
nothing further need now be said about it. 

2. Hastening the Setting and Hardening op the 
Concrete, so that it shall be sufficiently strong to resist 
the frost when it comes. Efforts may be made in various 
directions to hasten the setting of concrete. The first and 
most important consideration is that of the lime or cement 
to be used. Other things being equal, the quickest-setting 
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cement would be the best, but, as other things are not 
equal, the subject cannot be so easily dismissed. Roman 
cement sets rapidly, and might be used with advantage for 
this reason, but on account of its comparative weakness, it 
will not bind as large a quantity of sand and aggregate as 
Portland cement. Plaster of Paris and kindred cements 
set rapidly, but are weaker than Portland cement, and 
cannot be used in damp places or exposed to the atmosphere 
on account of their solubility. Portland cement can be 
obtained of various kinds, some quick-setting, some slow- 
setting, and others between the two. For the purpose now 
under consideration, the best quick-setting Portland cement 
forms the best matrix. If sound, it should be used quite 
fresh, as stored cement loses energy. (See Chapter VII., 
pp. 79—81.) 

Less sand should be used when the concrete is required 
to harden rapidly, — ^less sand and also less aggregate. In 
fact, the concrete should be richer. Fine sand and dust 
should especially be avoided, as these retard greatly the 
setting of cement. No more water must be used than is 
absolutely necessary. 

The steaming-process, which has been already men- 
tioned, would contribute to the desired end by warming the 
surfaces with which the concrete would come in contact, 
and so preventing the extraction of heat by them from the 
mass. The use of water, cement^ and aggregate, which 
had been raised to a moderate temperature (say, 60® or 70® 
Fahr.), and mixing these ingredients in a warm room, 
would also hasten the setting and hardening. 

A considerable proportion of the heat in concrete, which 
has been mixed as described above, can be retained by 
covering it with straw, sacks, &c., kept in place by planks, 
or with bags filled with hay, straw, saw-dust, or other good 
non-conductor of heat. It is possible too that floor-surfaces 
could be efficiently protected from injury by covering them 
to the depth of one or two inches with water, although this 
would have the effect of retarding the setting. We know 
that in England the ice on our ponds is seldom thick 
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enougli to bear skaters until there have been several days 
of continuous frost. Water freezes from the surface down- 
vrards, and it would take several days of very severe frost 
before concrete, covered two or three inches deep with 
water, would be reached by it. Mr. Fitzmaurice found 
that the excessive cold of a Nova Scotian winter injured to 
the depth of only two inches, concrete which had been 
mixed under cover and deposited when the steam-jet had 
been freely used; evidently by the time the frost had 
penetrated to that distance the inner portion had hardened 
sufficiently to be able to resist it. 

The temperature at the bottom of deep trenches is very 
many degrees higher in winter than the temperature at the 
surface of the ground; and good concrete deposited in 
them and immediately covered with straw, &c., as already 
indicated, or even with sand and rubbish, would probably 
take no harm. 

3. Finally, concrete can be protected by "keeping the 
Bun'oundmg temperatwre above freezing point. This 
is mentioned rather because it is a possible method of 
attaining the desired end, than because it is one likely to 
be adopted. The method would in practice prove too 
expensive for work in the open air, but it might advan- 
tageously be employed for work under cover. For instance, 
in the case of concrete floors to be laid in existing buildings, 
or in new buildings which have been roofed and fitted with 
windows, the temperature could be raised without very 
great difficulty. But one most important consideration 
must not be overlooked — drg heat is extremely injurious to 
concrete. Therefore, fires are not to be recommended unless 
the concrete is kept moist by being covered with damp 
sand or sawdust, or in some other way. Steam hastens 
the setting of concrete, and consequently this would be the 
most suitable agent for raising the temperature. 

The various methods of depositing and protecting con- 
crete during frost have now been mentioned. In conclu- 
sion it may be said that the labourers will have to be 
considered, and it is possible that in many cases they will 
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refuse to work during extremely cold weather, for they are 
very human, and will thus settle the question of “concrete- 
depositing during frost ” in a veiy summary fashion of their 
own. If the materials were mixed in a warm buildins, as 
has been here advocated, and the labourers worked by 
turns inside the building and outside, their objections 
might, perhaps, be overcome. 

Expansion and Contraction. — ^The expansion of con- 
crete in hot weather and its contraction in cold weather 
are now well-known facts, and ought to be guarded against. 
In their designs for bridges, &c., engineers are compelled 
to consider carefully the expansion and contraction of iron 
and steel under changes of temperature, and it is little 
hardship for us to have to take into consideration the 
variation of concrete, which is probably less than that of 
iron. Ignorance, however, of the facts has led to the 
destruction or disfigurement of much concrete paving, 
waUing, 

At one time it was thought that cement expanded largely 
in setting, and that this was the cause of many cracks in 
concrete. Undoubtedly, bad cement may expand or con- 
tract in setting, but in Chapter VII. we showed that the 
expansion of good air-slaked Portland cement is almost 
inappreciable. The cracks in concrete walls and paving 
are most commonly due to changes of temperature, the 
cracks having a tendency to open in winter and close in 
summer \ for this reason Mr. Thomas Potter prefers laying 
concrete paving in winter and protecting it with straw, 
sacks, or other covering, as by this means he considers that 
the concrete is laid at the time of its greatest contraction, 
and that any change of temperature simply causes it to 
expand and compress itself to a greater density. This 
theory is, at any rate, ingenious. 

In continuous concrete w-alls, paving, &c., of considerable 
length, subject to the full effects of the years changing 
temperature, cracks frequently occur at moderately regular 
intervals. In retaining walls and paving, the cracks are 
objectionable, mainly because they are unsightly, but in 
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flat roofs, tflc.j trie cracks are a source of danger and give 
ready entrance to unwelcome rain. The usual method of 
preventing these cracks is to lay the concrete in more or 
less distinct masses of modeiute size, but diflerent means 
or doing this are adopted for diflerent purposes, and these 
will be severally considered in the chapters on walls, paving, 
and roofs. 

The fine cracks, known as “hair cracks” or “crazing,”' 
which sometimes appear on the surface of concrete, are 
probably due to the use of a finishing coat too rich in 
cement. iMr. A. C. Davis ^ says that they may occur “'in 
work carried out with the soundest and best-made cements,'' 
and that “ no cement should be used in the dressing of con- 
crete work without being well mixed with sand or other very 
fine aggregate.” 

See arncle on ” Portland Cement” in The Stone Trades Jouvnah 
ilarcb, 1904. 



CHAPTER XV. 

SOME CHAEACTEEISnCS OF COXCEETE. 

Porosity— “W eight (Table XS.)— Compressive strength 
(Table XXl.)— Eesistance to Fire. 

PoBosirr. — ^Water-tight concrete is sometimes required, 
as for the bottoms and sides of tanki^ flat roofs, and the 
ground-layer under a buildin g . It may be said at once 
that all concrete is not by any means water-tight; the 
porosity may be due to the nature of the aggregate, as in 
the case of coke-breeze, soft bricks, friable stone, &c., or 
may be caused by the bad proportion of the ingredients, 
which allows voids in the concrete, or may be due to 
insufficient ramming. 

The use of too little water in mixing, also makes con- 
crete less dense than it ought to be. In proof of this 
statement we may adduce an experiment made by Mr. E E. 
Bamber.* He prepared two cubical blocks of concrete, measur- 
ing 18 in. each way ; one was mixed with the full quantity 
of water required,! t^be other with only half the quantity. 
Into each block a short iron pipe was inserted, reaching to 
the middle, and when the blocks were set, an iron pipe 
30 ft. high was screwed to each short piec^ and on the top 
a tank was placed and filled with sea-water. In half-an- 
hour a milky fluid began to exude from all sides of the 
block which had been mixed with insuffident water, while 
no water or milky fluid passed through the other during 
three dap on which the pressure was continued. 

* Proceeiingt of the Inst. C. jE, voL evil (1891-2). 

■f See chapter ix., p. 97 et seq. 
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Most concrete, ho\rever, •vrill allow the percolation of 
water under pressure, but Mr. Faija found that the forced 
percolation of water through cement-mortar (1 to 3) im- 
proved rather than injured its strength, and that the pores 
in the mortar gradually filled up, so that at the end of 
about three months the water ceased to pass through it.* 
3^Ir. Cash t found that when water with a head of 20 ft. 
was applied to a plug of concrete 12 in. thick, composed 
of Portland cement, coarse sand and gravel (1 + 2 -f 5), 
no less than 165 ozs. passed through in the first twenty- 
four hours, while only 5 ozs. passed through a 12-in. plug 
made of similar materials in the proportion of 1, 2, and 7, 
but rendered with cement-mortar (1 to 3), “ trowelled on 
as thinly as possible.” On the fifty-fourth day 42 ozs. 
passed through the former, and 4 through the latter. This 
shows the great advantage of rendering concrete with 
cement or cement-mortar, or, in the case of ground-layers 
and roofs, with asphalt. Indeed, so advantageous is some 
kind of rendering to concrete intended to resist pressure of 
water, that it ought never to be omitted. It will be found more 
economical to use a somewhat poorer concrete well rendered 
on the face, than to try to obtain a concrete impervious 
throughout its buIL 

The proportions of ingredients required to produce solid 
concrete have been considered in Chapter XII. See also 
Table XVIIL, p. 138. The points to be borne in mind 
in making impervious concrete may be summed up 
thus : — (1) the voids in the aggregate must be as small 
as possible, and must be rather more than filled by the 
mortar, which must itself be impervious ; (2) more cement 
must be used in proportion to the aggregate than for 
ordinary work ; (3) the full quantity of water must be 
added ; and (4) the concrete must be well rammed, and 
brought in that "way to a good even surface. In any case, 
however, a thin trowelled coat ought to be added. 

All limes and cements are not equally suitable for con- 

* Society of En^iTieers, 1889. 

t Proceedings of Inst. C, voi. cvii. (1891-2), part i* 
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Crete intended to be waterproof. None of them are as 
impervious as asphalt, but Portland cement approaches it 
most nearly. 

Professor Tichbonie, F.LC.,* found the relative porosity 
of certain mortars and cements to be as follows : — 1. Com- 
mon lime-mortar (1 to 2), 100 ; 2. Plaster of Paris, 75 ; 
3. Roman cement, 25 ; 4. Portland cement, 10. Asphalt 
is, he considers, a perfect septum. 

TVeight. — ^The weight of concrete is sometimes important; 
in the case of floors, for instance, lightness is a point which 
ought to be specially considered in connection with the 
strength. In external walls there can, as a rule, be no 
objection to heavy concrete, but in internal partition-walls, 
especially on upper floors, lightness is an advantage. The 
results of tests by Mr. Grant on the weights of the various 
concretes mentioned in Table XVL, are as follows : — 


Table XX.— Weight op Pobtlasd-Cemext Coxcbetb 
IN Lbs. peb Cubic Foot. 
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We learn from this table that compression increased the 
weight of the blocks about 4 per cent, while, as we have 
already shown, it increased the strength about 27 per cent. 
The difference in weight between the 6 to 1 and 10 to 1 
concretes is only about 3 per cent., the latter being the 


* Paper read at Sanitary Worcester, 18S9, 
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lighter on account of the greater amount of voids therein. 
The last tTro columns are interesting; they show that 
ballast and glass make very heavy but very weak concrete, 
and that Portland stone and pottery make concrete heavy 
but strong, Portland stone giving the greatest strength of 
all. 

The weight of concrete varies also according to the 
amount of sand it contains ; a concrete having too little 
sand will be more porous, and, consequently, lighter than 
one containing more sand, other things being equal. 

Again, the weight of different kinds of the same class of 
aggregates varies largely ; c.y., different sandstones vary in 
weight from about 116 lbs. to 170 lbs. per cubic ft., and 
the weight of the concrete made with them will vary in the 
same proportion. 

The different weights of different limes and cements 
must also be taken into consideration, Portland cement 
being the heaviest. 

For these reasons, it is impossible to give a table of 
weights of concrete which shall be of much value. It may, 
however, be said that Portland-cement concrete, having 
coke-breeze as its aggregate, will weigh from 70 to 80 lbs. 
per cubic ft., although concrete made with crushed fumace- 
elinker may reach 118 lbs. per cubic ft. ; bumt-clay con- 
crete about 100 or 115 lbs. ; brick concre+e about 120 lbs. ; 
brick concrete, containing 1 J or 2 volumes of sand, 125 to 
130 lbs. ; gravel or shingle concrete from 130 to 145 lbs. ; 
and granite concrete from 135 to 160 lbs. Concrete made 
with broken limestone or sandstone will vary from 110 to 
150 lbs., according to the weight of the stone. 

CoMPEESSiVB Strength. — ^The compressive strength of 
Portland-cement concretes having different aggregates has 
already been considered, the results of Mr. Grant’s tests 
having been given in Table XVI., p. 127. The compressive 
strength of concretes having the same aggregates, but 
different matrices, remains to be noticed, and here again 
we are indebted to Mr. Grant for a valuable series of tests. 

Altogether he made 350 6-in. cubes of concrete having 
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vailing proportions (by volume) of lime or cement and 
aggregate \ the aggregate in each case consisted of gravel 
and sand (apparently mixed together just as obtained from 
the pit or river), weighing IST^lbs. per bushel ; ten blocks 
were made of each kind, were kept in air, and crushed at 
the end of twelve months. Table XXL has been calculated 
and framed from Mr. Grant's figures.* 


Table XXI. — Compeessive Steength op Conceete Tons 
PEE Square Foot. 
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Mr. Grant’s tests show that 1 to 8 concrete is about 
chree-fourths the strength, 1 to 10 about one-half the 
strength, and 1 to 12 about one-third the strength of 1 to 
6 concrete. These are the average ratios ; individual cases 
are sometimes very different from these \ for instance, grey- 
lime concrete (1 to 8) appears weaker than (1 to 10), the 
Lias-lime concrete Xo. 3 gives practically equal results with 
the three different proportions, and the Portland-cement 
concrete No. 11 has less strength when used in the propor- 
tion of 1 to 6 than when 1 to 8. But we must look on 
these instances as abnormal It is clear that the ZzW-con- 

* For the tensile strength of the same limes and cements, see 
Table I., page 20. 

t Not including the 1 to 12 mixtures. 
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cretes, — ^namely, Nos. 1, 3, and 5, — differ most widely from 
the average ratios. And this is one of the disadvantages of 
lime-concrete j one is never as sure of its behaviour as of 
that of Portland cement. 

The regulations of the London County Council require 
the foundations of walls to be formed of good concrete, 
composed either of 1 part lime and 6 parts aggregate, or 
of 1 part cement and 8 parts aggi-egate. When these pro- 
portions are considered in the light of Mr. Grant’s experi- 
ments, it is clear that the lime-concrete allowed by the regu- 
lations is far inferior in strength to the cement-concrete, if 
the cement be Portland. 

If we compare the 1 to 6 lime-concretes, with the 1 to 
8 cement-concretes, we find that the best Lias-lime concrete 
tested by Mr. Grant (No. 5) is less than one-third the 
strength of the worse Portland-cement concrete, and only 
one-fourth the strength of the better. Portland-cement 
concrete (1 to 12) is shown to be better than the best Lias- 
lime concrete (1 to 6). Mr. Bemays, at Chatham Dockyard, 
found that 1 to 12 Portland-cement concrete cost the same 
as 1 to 6 Lias-lime concrete, and was stronger and more uni- 
form. There is no doubt that the regulations of the London 
County Council favour the use of inferior matrices in 
concrete. 

For the relative cost, per unit of strength, of lime and 
cement-mortars, see Table IIL, page 23. 

Kesistaxce to Fiee. — The resistance of concrete to fire 
varies greatly according to its composition. Portland 
cement is the best matrix, and coke-breeze, brick, and slag 
are among the best aggregates, in this respect The old 
fiction, that concrete is fire-proof, has been exploded for 
some time, and there seems a disposition nowadays to go to 
the opposite extreme and to say that it is scarcely fire- 
resisting. Attempts to protect iron by means of concrete 
are looked upon as old-fashioned, and inventors are turning 
all their attention to fire-clay tubes and blocks. The ex- 
pense of these is against their adoption in the commoner 
sort of buildings, and it is certainly better in these cases to 
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provide an incombustible fire-resisting floor of concrete and 
iron than a combustible fire-assisting floor of wood. The 
former will be more expensive than the latter, but it will 
be considerably cheaper than the floor containing fire-clay 
tubes. 

The actual amount of heat conveyed to iron bars through 


Fig. 8. — Diagram showing the Heat imparted to Iron Bars protected 
by 2, 3 , and 4 inches of Concrete, when placed over a Furnace 
for 12 homs. 

2, 3, and 4 inches of concrete, has been ascertained by Mr. 
Thaddeus Hyatt The thermal diagram, figure 8, shews 
the results obtained bv and is a modification of the one 
given in his booh on concrete.* A furnace, about IS inches 

* ‘‘ Espeiiments with Portlaad-Oement Concrete combined with 
Iron,” by Thaddeus Hyatt. 
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wide internally, was constructed, its top being formed of 
concrete. The width of the concrete over the fire-box of the 
furnace, was divided into three parts, each part having an 
iron bar let into its upper surface ; the right-hand bar was 
protected underneath by 2 in. of concrete, the middle one 
by 3 in., and the left-hand one by 4 in. The composition 
of the concrete is not definitely stated, but it was presum- 
ably the same as in some other experiments, namely, 1 part 
Portland cement and 2 parts crushed stock bricks. The 
age of the concrete also is not stated. The fire in the 
furnace was kept burning for 12 hours, “an intense heat 
being maintained the whole time, and the temperature noted 
every few minutes.” 

“ It will be observed on examining the chart that the 
thermal lines, as they approach the boihng point of water 
remain in that vicinity for some considerable time, the ex- 
planation of which is that this length of time was required 
for the evaporation of a certain amount of free moisture con- 
tained in the concrete, after which the temperature again 
continued to rise as before. It will be also noted that the 
thermal line of the 3 in. thickness of concrete is higher 
than a mean between the 2 in. and 4 in. thicknesses, which 
may be accounted for on the ground of its position at the 
centre of the top of the furnace.”* 

The diagram shews “ that in 3 hours after the fire was 
lighted, the temperature of iron protected by 2 in. of con- 
crete was 250® ; in 5 hours, it was 650°, and, finally, at the 
end of 12 hours 900°, or red hot in the dark ; while the 
iron protected by 4 in. of concrete for 5J hours did not 
exceed 212° ; in hours the temperature was 450°, and at 
the end of 12 hours, 550°, or less than the melting point 
of lead.”* 

We are not told whether the concrete remained perfect at 
the end of the experiment, or nol^ but we presume that it 
did, otherwise Mr. Hyatt would have noted the damage. 
Apparently, however, he wished to make assurance doubly 

* “Experiments with Portland-Cement Concrete combined with 
Iron,” by Thaddens Hyatt. 
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sure, for a second furnace wras built 5 ft. long and 2 ft. wide 
internally, the top being formed with a slab of concrete 
(presumably of 1 cement to 2 crushed brick) which had a 
bearing of 6 in. at each end of the furnace but was quite 
free at the sides. In the middle of the concrete wrought 
iron was embedded in gridiron form (see Fig. 30, p. 271), 
“3 in. of concrete being above, and 3 in. below the 
metal. Loose bricks were piled upon the furnace top until 
a load was obtained of 300 lbs. to the foot square over the 
whole surface,* the deflection being with this load of an 
inch in a span of 5 ft. The fuel was arranged to form an 
incandescent bed 6 in. thick at 12 in. below the under face 
of the concrete slab. The fire being kindled at six o’clock in 
the morning, had by eleven become an intense heat perfectly 
uniform overtheentire surface, and the bottom of the concrete 
was also at a glowing red heat all over. At this intensity the 
fire was kept up until 4: p-m., a period of ten hours from the 
lighting of it. During this time the slab had deflected of 
an inch. A stream of cold water was now thrown forcibly 
against the bottom of the slab for a period of 15 or 20 
minutes, by means of a garden force-pump, and the load 
then removed. On examining the underside of the section 
it was found uninjured ; and the next morning, being then 
entirely cold, the deflection had disappeared, the slab having 
returned to its former level In order to confirm these results, 
a second trial was made ; this time the load was left upon 
the slab, which during the firing deflected as before, but 
upon cooling return^ to its original level, the 

load with it. In proof of the heat of the furnace it may be 
mentioned that in the course of this experiment the faces of 
all the side bricks in actual contact with the fire were 
melted” 

These experiments seem to shew that good concrete will 
resist fire to a very considerable extent, and that a thickness 
of 2 or 3 in. will effectually prevent iron from being 
damaged in (at least) moderately severe conflagrations. 

In addition to the weight of the concrete. — G,L.S. 
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And it must not be forgotten that in those buildings where 
the goods, &c. are not particularly inflammable and numer- 
ous, a floor, which will resist fire for a few minutes only, is 
frequently the means of confining the fire until extinguish- 
ing appliances can be brought Into use, and in this Tvay of 
preventing the destruction of the premises. 

The testimony of Mr. Wm. Swanton of the Metropolitan 
Salvage Corps is valuable. To a Committee of the Society 
Of Arts, which was inquiring into “ the means of protecting 
the Metropolis against conflagration,” he said, “the effect 
of fire on concrete is scarcely perceptible in ordinary fires, 
especially when the ceilings and floors were formed of that 
material ; but in very large fires the concrete would split 
into irre^ar forms, but not until it became almost red-hot, 
and was subjected to the action of cold water thrown on it, 
and even then the result could not be compared to that of 
ordinary stone.” 

Captain Shaw, however, expressed a different opinion. 
The collapse of a number of concrete floors in burning 
buildings led him at one time to forbid his men to 
enter during a fire any room which had a concrete floor 
over it. 

And more recently, in a paper read at the International 
Fire Preveyition Congress held in London in June, 1903, 
Mr. Arthur Pordage, firemaster of Edinburgh, stated that 
his own experience led him to the conclusion that a well- 
constructed wooden floor with plastered ceiling is less 
dangerous than many of the so-called “fire-proof” struc- 
tures of steel and concrete. In the discussion on this paper, 
Mr. E. G. Rivers (of His Majesty’s Office of Works) stated 
that concrete, reinforced with a meshwork of wires, had 
been tested with satisfactory results, but added — “ many 
concretes .... are absolute failures from a fire- 
resisting point of view ; if a rotten aggregate, or an aggre- 
gate which calcines under heat, is used, failure must be 
looked for ; a typical aggregate is one which has already 
been vitrified, such as crushed furnace slag.” 



CHAPTEE XVI. 

CONCRETE BEAUS. 

Unsuitabilitj of the material — Experiments on beams (Table XXII.) 
— Formulas I. to VII. — Increase of strength due to fixing the 
ends — V[r. Colsoms Tests — Example. 

Unsuitability of the Material. — Concrete is not a 
suitable material for resisting transverse stress. Like cast 
iron, its tensile strength is far inferior to its compressive 
strength ; indeed the difference between the tensile and 
compressive strength of concrete is greater than in the case 
of cast iron. The disadvantages, therefore, which have led 
to the disuse of the latter material in the form of beams, 
are even more marked in concrete, and are an important 
factor in determining the uses to which concrete can safely 
and economically be put. Like stone, concrete is most 
safely and economically employed in such a manner as to be 
subject to a compressive and not a transveree stress. And 
just as stone lintels over large openings are cumbrous and 
dangerous, liable to crack with the least irregular settle- 
ment of the supports, so also concrete. "With firm abut- 
ments, both materials can be used with greater safety and 
economy in the form of arches. But it is not always 
possible so to arrange our materials as to have them subject 
solely to the stress they are best able to resist, and it 
therefore happens that in foundations, fioors. lintels, &c., 
concrete is frequently employed subject in a great measure 
to transverse stress. For this reason it behoves us to con- 
sider the strength of concrete beams. 
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Experiments on Beams. — ^TKe strengths of limes, cements, 
and mortars have been given in .previous chapters, and from 
these the transverse strength of concrete has often been 
calculated, but these data are at the best unsatisfactory. 
Even transverse tests of mortar (see Table XL, page 72) are 
not to be relied on. They are like the results obtained by 
Tredgold and other early experimenters on the transverse 
strength of s mall pieces of wood \ the strength of beams, 
calculated from the results thus obtained, was always placed 
too high. In order to obtain an approximate estimate of 
the proper strength of concrete beams, we must deduce 
our constants from the breaking weights of similar beams. 
Table XXIL gives a few results of that kind, together 
with the constants or co-efficients of rupture, deduced from 


the same according to the formula, — = 



which, being transposed, gives C 


3WL 

2BD3‘ 


The first thing which strikes us on a perusal of the pre- 
ceding table is the great difference in the strength of the 
various beams. If, however, we make due allowance for 
the different proportions of cement and aggregate in the 
several concretes, and for the difference in their age at the 
time of testing, we find that the variation in strength is 
really not excessive, although doubtless sufficient to cause 
any calculations based on some of the highest of the con- 
stants to be Tiewed with a certain amount of suspicion. 
The weakening effect of sand is particularly noticeable; 
compare 1 1 with 12, and also examine the two series of tests 
13 to 16 and 20 to 26. The dissimilarity of the results is 
also due in part to the fact that the experiments were 
carried out at different times by different persons, with 
different cements and aggregates. 

It is, indeed, impossible from existing data to calculate 
with accuracy the value of C for variously-propor- 
tioned concretes ; a long series of experiments ■ would be 
required befoice this could be done. Until such experi- 
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ments liave been made, architects must perforce proceed 
more or less empirically in the construction of concrete 
foundations, floors, roofs, tire., but the foregoing table will 
give a general idea or the constants to be employed in 
making calculations for such purposes. 

In Table XL, page 72, the transverse strength of Portland 
cement, neat and with different proportions of sand, was 
given, and the constants were shewn to vary from 12*3 for 
neat cement to 1*8 for mortar consisting of 1 part cement 
to 5 parts sand. Roman-cement mortar (1 to 1) was 
between one-half and one-third the strength of similar 
Poitland-cement mortar. 

It will be noticed that the transverse strength of good 
ordinary concrete compares favourably with that of some 
natural stones. Specially-prepared concrete, of course, 
gives even better results : — ^for instance, at the Croft Con- 
crete Works, a flag is now bearing without deflection or 
sign of distress, a load which, had it been the breaking 
weight, would have yielded a constant of no less than 3*7. 
For beams and floors, a carefully prepared concrete, rich in 
cement, is preferable to a weak concrete, as the strength is 
not only greater but also more uniform, and the dead- 
weight of the structure is considerably less. 

Formulas. — ^The strength of rectangular beams is con- 
sidered in several text-books, and it will be sufficient here 
to repeat the usual formulas, from which the strength or 
dimensions can be calculated W = breaking weight in 
cwt. ; B = breadth in inches ; D = depth in inches ; L = 
length or clear span in inches ; and C = constant or co- 
efficient of strength. 

To find the strength of rectangular beams supported at 
the ends and loaded at the centre, we have the formula 


_2 BD3 
-3^ L' 


(L). 


For beams supported at the ends and uniformly loaded, we 
have 4 t5t>2 

w=ic^ (IL). 


C 
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For beams fixed at tbe ends and loaded at the centre^ we 
have 


w=ic^^ 

3 L 


... (IIL). 


For beams at the ends and uniformly loaded, we have 
,BD2 


W = 2C- 


... (IV.). 


For beams -fixed at one end, sup^rted at the other, and 
loaded at the centre, we have 




... ... 0^0 5 

and for similar beams uniformly loaded, we have 

(VI.)- 


4 ^ BD2 
W=--C-— 
3 L 


For beams fixed at one end only, and free at the other, 
and uniformly loaded, we have 

W=lc^ (VIL). 

3 L 

These are the formulas given by Professor Unwin, 
although somewhat differently expressed. It will be noticed 
that formulas IL, IIL, and YI. are the same, and that the 
strength of centrally-loaded beams with fixed ends is 100 
percent more than when the ends are supported, while that 
of uniformly-loaded beams with fixed ends is only 50 per 
cent, more than with the ends supported. In the former the 
ratio is as 100 is to 50, in the latter as 100 is to 66*6. 

Experiments go to prove that these ratios do not hold 
good for concrete beams ; fixing the ends of these seems to 
convert them into flat arches of considerable strength, but 
no definite rule can yet be fonnulated on account of the 
paucity of experiments. 

IscBEASB OP Strength due to Fixing the Ends. — Prof. 
Anderson, in his “Strength of Materials,” says: — “The 
increase of strength, due to secure fixing of the ends, has 



MI?. COLSO.TS TESTS. 


195 


been variously stated” [from once-and-a-half to twice the 
strength w'hen supported] 1 “ but it is obvious that 

the value will depend upon so many conditions that it is 
impossible to say precisely what it is beforehand ; it must, 
therefore, be considered as doubtful, unless all the con- 
ditions are known definitely ; at the same time, the 
importance of secure fixing, wherever it can be employed, 
should be noted.” 

In the case of concrete floors, laid over the walls when 
these have reached the proper height, and subsequently 
built upon, we have a degree of fixity apparently far in 
excess of that attained when the concrete is simply let into 
chases in the walls, or supported on corbel courses pro- 
jecting therefrom. In the former case the ends, or edges 
of the floor are securely fixed, provided, of course, that 
the weight of wall above the floor is enough ; but in the 
latter case they are, to some unknown extent, simply held 
in addition to being supported. 

It may be thought that floors resting on corbel courses 
are supported, and nothing more, but this is not the case, 
for the concrete abuts against ihe walls, and is prevented 
by them from spreading ; in this way, the floor becomes 
really a flat arch or (contradiction in terms) a flat dome, 
and may cany more than twice as much as if the ends were 
merely supported. 

Mb. Colso2?’s Tests. — ^This, at any rate, has been shown 
by experiment to be the case with concrete beams tested 
by ilr. C. Colson, and described by him in the Proc. Inst. 
C. vol. liv. (1877-8), part iv. 

Two concrete beams were formed, 9 ft. long, 21 in. wide, 
and 9 in. deep, supported in. at each end, the concrete 
being composed of 1 part Portland cement, 3 parts sand, 
and 6 parts screened harbour shingle. The ends of one of 
the beams (Xo. 1) were prevented from spreading by 
counterforts as at A., Fig. 9 ; while those of the other beam 
(Xo. 2) were simply supported as at B. At the end of 
fourteen days the scaffolding under the concrete was very 
carefully removed, when beam Xo. 2 at once broke with its 
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own weight, while beam 2sa 1 exhibited “no sign whatever 
of weakness." 

After remaining unsupported for a further period of six- 
teen days, the beam (Xo. 1) was tested by placing weights 
on the centre. Under 0*25 ton a faint crack was observed 
at the centre through the whole width of the beam ; with 
0*635 ton it had increased as nearly as could be determined 
to hall the depth, viz., 4-1 in., and opened to about ^ in. 
at the lower surface. The full extent of the fracture 
probably exceeded this, although not apparent on the 
surface.* No perceptible upward extension of the fracture 
could, however, be detected after the imposition of the 



Fig. 9.— Elevation of Two Beams tested by Mr. C. Colson. 


weight last referred to. The load at the centre was ulti- 
mately increased to 1*292 ton, w*hen the beam broke. 
This experiment shows the necessity of guarding against 
the possibility of lateral movement, in the slightest degree, 
in the supporting girders of a floor ; in this case by so 
doing the supporting power of the beam was materially 
increased- It also shows that the mass within the dotted 
line a h c [Fig. 9] adds nothing to the strength of the beam 
when confined at the ends, as proved by the crack appear- 
ing so soon after the commencement of the loading.” 

Three other concrete beams, of exactly similar composi- 
tion to the two just mentioned, had previously been made 
and tested by Mr. Colson ; the results of these tests are 
given in Table XXII., No. 24. The average value of C for 
two of these beams is *92, the ends being simply supported, 
while the value of C for the beam confined at the ends, if 
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we usse the lomiula for a m/q^orUd beam, is no less than 
2 ‘6, or nearly three times as much. According to the 
usually accepted formulas for the strength of beams, fixing 
the ends, at the most, only doubles the strength (see 
formulas I. and IIL), but in this case merely confining the 
ends effected a considerably greater increase. 

If we may judge from ir. Colson s experiment, the great 
compressive strength of the material enables a fiat concrete 
beam, when the ends are simply confined, to become to all 
intents and purposes an arch capable of carrying as great 
a load as if the ends were securely fixed. This, however, 
needs further proof, and, until this is forthcoming, care 
should be taken that concrete subject to transverse stresses, 
should have the edges as securely fixed as possible, in order 
that full advantage may be taken of the increase of strength, 
be it more or less, which such fixing is known to insure. 

Example. — ^An example of calculating the dimensions of 
a concrete beam for a given span and weight may be of use 
to the student. Let us take the case of a floor with two 
opposite edges in walls, the remaining two edges being 
free. Required the thickness of concrete to carry a distri- 
buted load of 1 cwt. per sq. ft. (in addition to the weight of 
the concrete) over a span of 12 ft. and width of 10 ft., — 
two opposite edges fixed, — ^at the age of 6 weeks ; the con- 
crete to be composed of 1 part Portland cement and I parts 
clean breeze. 

The weight of the concrete itself must be considered as 
part of the load, but, as its thickness is unknown, its weight 
also is unknown, and therefore the total load on the con- 
crete cannot be stated offhand. On accoimt of this the 
calculations are rendered more intricate. The total weight 
of the slab, assuming the concrete to weigh cwt. per cub. 

X 12 ft X 10 ft X 

J cwt. = 7*5 D. If to this we add the total distributed 
load wrhich the slab is required to cany, we get 

W = 7*5D -h (12 X 10 X 1 cwt.) = 7-5D + 120. 
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According to Table XXIL, Xo. 5, the value of C for con- 
crete of the age and composition given, is 4T5. If we 
allow a factor of safety of about 4, we get a safe-load con- 
stant of (say) 1 . 

Formula IV. for beams fixed at the ends and uniformly 
loaded, is the one required for the present calculation, 
although, from the remarks already made, it will be under- 
stood that it probably under-estimates the strength of the 
tixed beams : — 



Transposing this, we get 
D- 


WL 

2CB“ 


On substituting the data for the general terms, the 
equation stands thus : — 

_ (r-5D + 120) X 144 _ (7 *51) + 120) x 3 
2 X 1 X 120 5 

D2 = 4-5D + 72 
D2 - 4-5D = 72 


By adding 5*0625 to each side of the equation we are 
enabled to reduce the equation to simpler terms : — 

D 2 - 4-5D + 5*0625 = 72 + 5*0625 = 77*0625. 

Find the square root of each side, and the result is 

D - 2*25 = 8*78 
and D = 8*7 -}- 2*25 = 11 inches. 

The calculations may be simplified by taking an unit of 
width, instead of the actual width ; thus the weight upon 
(say) 1 inch or 1 foot may be taken and the thickness of 
this may be calculated, the result being the same as for the 
whole beam. 

We shall see hereafter that if this slab were fi±ed along 
all its four edges instead of only along two, its strength 
would be doubled. 



CHAPTER XVn. 

COMPOCSD BEAMS OF COXCBETE AND lEOX. 

Concrete compared with cast-iron — Addition of iron in tension — 
Two principles — Quantity of iron required — Example — Co- 
operation of iron and concrete — Slipping of iron ties — Mr. Hyatt's 
beams — Comparison of their tensile and compressive resistances 
— Calculations of their strength — Inaccuracy and danger of 
theoretical investigations — ^Tesrs for Mr. Hyatt and Mr. Edwards 
(Table XXIII.) — ^Deductions from the same. 

Concrete compared with Cast Iron. — ^We have already 
explained that concrete alone is not a suitable material for 
resisting transverse stress on account of its feeble tenacity 
in comparison with its crushing strength. The same dis- 
advantage was manifest in the case of cast iron, and the 
difficulty was met by making the area of the bottom flanges 
about six times as great as that of the top flanges. When 
all, however, was done that could be done, the result was 
unsatisfactory, and cast-iron girders were invariably looked 
upon with suspicion. They were readily abandoned in 
favour of rolled iron or steel girders when these were put 
upon the market. 

Addition op Iron in Tension. — Concrete beams in the 
same way are rightly regarded with suspicion, but, unlike 
cast iron, the material does not readily lend itself to the 
formation of irregular sections. Experimenters have there- 
fore turned their attention to the problem of devising some 
simple means of increasing the tenacity of concrete beams, 
and making it approximately equal to the compressive 
strength. A step in this direction would be to make the 
lower half of beams of a richer concrete than the upper 
half, but this would only go a very little way indeed 
towards meeting the difficulty. The method most usually 
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adopted has been that of embedding ii^rongbt iron bars or 
rods, which possess great tensile strength, in the lower half 
of the concrete, and the results have been satisfactorv. 
The transverse strength of the compound beams greatly 
exceeds that of simple concrete beams, and instead of 
giving way suddenly and totally, the compound beams 
yield gradually and the collapse is only partial. 

The hrst experiments in this direction were made, we 
believe, by Messrs. M. Allen & Son and Mr. Thaddeus 
Hyatt, the well-kno^ra inventor of semi-prism pavement- 
lights. The results of the latters costly experiments were 
nrinted by him and privately circulated. As the book is 
not to be obtained by the general reader, Mr. Hyatt 
has veiT courteously peimittcd us to make extracts from 
it. Other experiments have more recently been made 
for Mr. F. G. Edwards, particulars of which will be found 
in The Bulkier for May 2, 1891. Before giving the de- 
tails of these tests, it will be well to consider the theory 
of the combination of iron and concrete. 

Two Peixciples. — Compound beams or slabs of iron and 
concrete may be constructed on two principles. 

In the first place, the compressive strength of the con- 
crete may be considered sufficient in itself, and iron is then 
added in such a position and quantity as will exactly suffice 
to give to the tension-half of the beam a tenacity equal to 
the compressive strength of the upper half. 

On the other hand, it may be desired to increase not 
only the tensile but also the compressive strength of the 
beam. When we consider that good concrete has a 
cruahing strength of only about 1 ton per sq. in., while 
wrought iron does not crush under less than about 1 6 tons 
per sq. in., we can see that the comparative weakness of 
the fonner can easily be eked out by the use of the latter 
material, but when this is done the quantity of iron in the 
lower half of the beam or slab should be proportionately 
increased, or the iron added to the upper half will be 
wasted. The use of symmetrical rolled iron joists in floors 
Is therefore unscientific, unless the ironwork is designed to 
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caiTv the whole weight of the €oor including the concrete ; 
ill which event, the concrete is considered merely as so 
much pugging, its strength being despised. 

QuAifTiTT OF Ieox requieed. — I n making any combina- 
tion of iron and concrete, on the first principle just men- 
tioned, the iron should exactly suffice to give to the tension 
hall of the beam a tenacity equal to the compressive 
resistance of the upper half. In order to calculate 
accurately the quantity of iron required, it would be neces- 
sary to ascertain exactly the ratio existing between the 
tensile and the compressive strength of the concrete, but as 
this varies with almost every matrix and aggregate em- 
ployed, only an approximation to the truth can be obtained. 
To show this variation, reference may be made to Table lY., 
page 30, where the tensile and comi>ressive strengths of 
Roman cement are about as 1 to 6 or 7, and of Portland 
cement about as 1 to 8 or 9 ; further reference may then 
be made to Tables I. and XXL (pages 20 and 183 respec- 
tively), and also to the section on the “compressive 
strength ” of Portland cement (pp. 69 — 71), 

Even in the case of Portland cement, the ratio is seen to 
vary greatly, but it is usually considered that the average 
ratio is about as 1 is to 10. Let us take these figures, 
and with their help try to obtain a compoimd beam of iron 
and concrete, in which the resistance to tension and com- 
pression shall be approximately equal 

Concrete composed of Portland cement and aggregate in 
the proportion of 1 to 4, may be taken to have a tensile 
strength of about 150 lbs. per sq. in., and a compressive 
strength of about 1,500 lbs. Wrought iron has a tensile 
strength of about 25 tons or 56,000 lbs. per sq. in. If we 
allow a factor of safety of 6 for the concrete, and of 5 for 
the w’rought iron, we get the following working stresses : — 

^ ^ f tension. . . 25 lbs. per sq. in. 

Con&^ete, “[compression . . 250 „ „ „ „ 

W^might tension . 11,200 „ „ „ „ 

Example. — ^Figure 10 represents a concrete beam 6 ins. 
square, the neutral axis X being assumed to pass through 
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its centre of gravity x . When the team is loaded, the 
upper half vrill be in compression and the lower in tension. 
The stress in each case will be greatest at the greatest 
distance from the neutral axis, ?.e., along the lines AB and 
CD respectively. The stress along AB must not exceed 
250 lbs. per sq. in., and that along CD 25 lbs. The 
stresses gradually diminish from the top and bottom sur- 
faces of the beam to the neutral axis, where the tension and 
compression are each reduced to zero. The mean stress. 



Fig. 10.— Section of Concrete Beam with Three Iron Tension-rods, 
therefore, which can be put upon the upper half of the beam 
vill be ^ — =125 lbs. per sq. in., and that on the 

lower half will be = 12-5 lbs. 

In each case the resistance will be the mean stress x 
the area X one-third the depth of the beam, that being the 
distance of the centres of pressure* G of the upper and 
lower halves from the neutral axis. Therefore the resistance 
of the upper half of the beam will be 

125 X (6 X 3) X 2 = 4,500 inch-lbs. 

The resistance of the lower half will be 

12-5 X (6 X 3) X 2 = 450 inch-lbs. 

* The centres of pressure of the two halves of the beam are at the 
centres of gravity GG of the two triangles AB x and CD x, which 
represent graphically the compressive and tensile stresses respectively, 
vaiyii^ from the greatest stresses at the upper and lower suifeces to 
nothing at the neutral axis. 
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The additional resistance to be provided bv the wrought 
iron is therefore 4,500 — 450, or 4,050 incLlbs. 

It is proposed to introduce the iron in the form of rods 
inserted in the concrete with their centres 14 ins. below 
the neutral axis of the beam. This allows them to be pro- 
tected underneath bv nearly an inch-and-a-half of concrete. 
The quantity of iron required to furnish the necessarv 
4050 

resistance is — =z *20 sq. m. 

11,200 X 1-D ^ 

Three round rods of iron, each one-third of an inch in 
diameter, have an area somewhat in excess of this amount, 
viz., ‘26 sq. in. These rods are shewn in the figure at HRE. 

So far theory leads us, but in practice it is considered 
safer to neglect the strength of the concrete below the level 
of the iron rods, and in many instances indeed to neglect the 
tensile strength of the concrete altogether. In the latter 
event, the tensile strength of the iron rods would have to 
be made equal to the crushing strength of the concrete in 
the upper half of the beam. This is the more desirable 
because a severe fire may greatly lessen the strength of the 
underside of a concrete floor, even if it does not penetrate 
far enough to injure the iron embedded therein. 

Co-oPERATiox OP Iron and Concrete. — Again, it may 
be urged that the iron wiU be drawn through the concrete 
when the beam is loaded, unless the rods or bars are pre- 
vented from slipping. Certainly Mr. Hyatt’s experiments 
in 1877 seemed to point to the truth of this contention, 
but more recent experiments, made by Mr. Kirkaldy on 
Mr. F. (t. Edwards’s patent iron and concrete beams, point 
the other way. These beams, it may be said, are simply 
beams of coke-breeze concrete having round iron rods em- 
bedded in the lower part, similar to the beam shown in 
fig. 10, and indeed similar in design to beams tested sixteen 
years ago by Mr. Hyatt. With reference to Mr. Edwards’s 
beams, The Builder remarks,* — “It seems inherently im- 
probable that the two materials would act together in 
resisting strains. The experiments of Tuesday last, how- 

* The Builder^ May 2, 18S1. 
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ever, pruved that the iron, in the form here applied, of an 
assocfation of thin rod-s, would resist a very considerable 
strain and deflection without drawing; indeed, not one of 
the experiments showed any symptom of the iron drawing, 
and in one case it actually appeared that the iron rods had 
been perceptibly attenuated by the strain without losing 
their hold on the concrete.” 

SLipnxG OF Ieon' Ties. — In order to prevent the slipping 
of the iron tics, Mr. Hyatt tried several methods, including 
{ 1 i riveting the ties (when these were round) through “ heel- 
plates ■■ at the ends of the beams, (2) turning up the ends 
of the ties when these were flat, (3) employing bars laid 
flat fn-'in which bolts with large washers at the top pro- 
jected veitically into the upper half of the beam, and 
employing flat bars laid edgeways and threading J-in. 
rods through them. The last method is the most effective, 
but in nearly eveiy instance the bars were bi'oken at the 
holes, through which the wires passed, before the concrete 
in the upper half of the beams yielded. This shows that 
the concrete can be trusted to take its share of the strain 
in a compound beam, namely, the compression. 

Another method, which is adopted in an American system 
of concrete flooring kno'wn as the “ Ransome” floor, consists 
in the use of Ucisted rods, whicn offer a better grip for the 
concrete than either round rods or flat bars do. 

Ms. Hyatt's Tests. — Fig. 11 is a section of one of the 
beams containing cross-rods, tested by Mr. Hyatt, and it 
can be shown that the iron had not a tenacity equal to the 
compressive resistance of the concrete in the upper half of 
the beam. The beam was composed of Portland cement 
and crushed bricks (1 to 2), and was 2 or 3 months old when 
tested. Such concrete should have a compressive strength 
of at least 2,500 lbs. per sq. in. Seven bars of iron 4 in. x 
-jV ^ere embedded in the bottom half of the beam, and 
were connected and kept from slipping by J-in. rods 4 ins. 
apart. The resistance of the upper half of the beam would 
therefore be — 

(12 in. X 4 in. x 1250 lbs.) x 2§ in. = 160,000 inch-lbs. 
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The resistance of the iron bars (deducting: \ in. in each 
case for the hole for the cross rods, and allowing a tenacity 
of 25 tons per sq. in. or 56,000 lbs.) w-ould be — 

7 (3f X X 28,000) X 2§ = 122,500 inch-lbs.’^ 

Even if we add the tenacity of the concrete in the lower 
half of the beam, we find that the combined resistance of 
the iron and the lower half of the concrete is nearly one- 
seventh less than the resistance of the upper half of the 





Fig. 11. — Section of Concrete Beam with Seven Iron Tension-plates. 

concrete, and therefore that the beam would fail by the 
yielding of its tension-half. This, indeed, is what happened 
to this and four other beams of nearly similar section ; in 
each case, Mr. Hyatt remarks, “ Iron broken at rivet-holes.” 
See Table XXIIL, pp. 210—211. 

Eight beams were made and tested, with a single bar of 
X wrought iron embedded in the concrete at a dis- 
tance of 2 ins. from the underside, as shown in fig. 12. 
The bar was kept from slipping by means of i-in. bolts. 


* In these calculations one half the ultimate tensile strength of the 
concrete and iron is taken for the reason explained on page 202. 
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extendiug upwards into the concrete and having lai^e 
washers at the top. Two of the beams had 4 bolts, two 
had 7, two 10, and two 19, but the strength of the beams 
was not appreciably altered by altering the number of the 
bolts. In six out of the eight tests, the iron bars were 
broken at the bolt-holes. 

These beams broke with about one-sixth less load than 
the beams shown in fig. 11, although the latter were only 
8 in. deep while the former were 12 in. The reason is 
not far to seek. The iron in the former had an effective 
sectional area three or four times that in the latter, but, 


42. 



on the other hand, the iron in the larger beam was placed 
in a better position, namely, at one-sixth of the depth 
measured from the soffit upwards. 

It may be interesting to work out the strength of these 
two be^ according to an approximate formula. The 
beams were" supported at the ends and loaded at the centre. 
The formula is based on the fact that the moment of 
resistance of a beam is equal to the bending moment, when 
the beam is not strained beyond the elastic limit. It is 
really not applicable to beams loaded to the breaking point, 
but it is sufficiently accurate for our present purpose. 
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CALcrLATioxs OF Steexgth. — E-xarapU I. (Fig. 11). 

Find the breaking \reight 01 a concrete beam, 12 in. wide, 
8 in. deep, supported at the ends over a clear span of 
60 in., loaded in the centre, the lower half of the beam 
having seven 4 in. x ™3Ught iron bars, as sho'wn in 
the figure, with ^in. cross rods. The concrete must be 
composed of Portland cement and crushed brick (1 to 2). 

As the tension half of the beam is (see p. 205) weaker 
than the other, we must base our calculations on it. The 
resistance of this is — 


(for the iron), 7 (3f x yV) X 28,000* = 45,937 
(for the concrete), 114 X 4 x 125* = 5,750 

Total . , . 51,687 inch-lbs. 


The moment of resistance is 51,687 xtwo-thiids the depth 
of the beam, or 51,687 x§ of 8 = 275,664 inch-lbs. 

The bending moment of a beam loaded like the one under 


w ^ f 

consideration is — r-, &<nd as the bending moment equals the 
4 


moment of resistance, we get — 


\^ = 275,664, and W=275, 664 x^= 18,377 lbs. 
4 


The beam actually broke with 23,884 lbs., and the dead 
weight of the beam, equivalent to a central load of 200 lbs., 
would bring the actual breaking weight to 24,084 lbs. 
This discrepancy may be due to the ultimate tensile strength 
of the iron having been under-estimated, or to the neutral 
axis adjusting itself to the unequal resistance^ bringing a 
greater area under tension. 

Example II. (Fig. 12). — Find the breaking weight of a 
concrete beam 12 in. wide, 12 in. deep, the lower half of 
the beam having a 2^ X |-in. wrought-iron bar, as shown in 
the figure, with J-in upright bolts, supported and loaded as 
Example L 

* One-half the ultimate resistance for reasons already explained. 
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Proceedins as before, we find the resistance of the lower 
half of the section to be — 

(for the iron), 2 X X 56,000*= 28,000 
(for the concrete), 12x6x1 25= 9,000 

Total . . . 37,000 inch-lbs. 

and ^ = 37,000x1 of 12 

4 

W= 37,000 X S x^ = 19,733 lbs. 

The beaccs actually broke with loads ranging from 15,938 
to 21,592 lbs. 

It has been recommended that the concrete below the 
iron, in such beams as the last, should be omitted from the 
calculations of strength, and should be considered as dead- 
weight only. This method would give a smaller breaking- 
weight, if the beam were taken as only 10 in. deep instead 
of 12 in., and the neutral axis were assumed to pass through 
the centre of the upper 10 in. of the beam. W would then 
be found to be 15,777 lbs. 

IXACCURACT AM) DaNGEB OP ThEORBTIOAL INVESTIGA- 
TION’S. — ^But the whole question of the strength of com- 
pound beams is fraught with difficulties, and at the best, 
only an approsdmate estimate of their breaking-weight can 
be made. As a large factor of safety (certainly not less 
than 5 or 6) must be allowed, the calculations are perhaps 
near enough for practical purposes, but too much reliance 
must not be placed upon them. 

Some recent words of Sir Benjamin Baker may well be 
quoted in this connection. In a discussion at the Institutim 
of Civil Engineers in November, 1892, he spoke to the 
following effect : — “ Bearing upon the general question of 
the value of theoretical investigations of strength, in cases 

* In the preceding example the iron extended from the neutral 
axis to the lower edge of the beam, and the stress on the iron was 
taken at one-half the ultimate stress ; in this, the iron is placed 
horizontallj, and the altimate stress is taken, although this is rather 
oTer-estimating the strength of the beam. 
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such as a fiat concrete invert, as compared with direct 
practical experience, he might say that several cases 
recently had made him a little nervous as to whether 
the results of the high technical training of the present 
day with many young engineers did not lead to a 
dangerous confidence in theoretical deductions and the 
use of formulas, one could charge him with con- 

tempt of theory j but cases had been brought under his 
notice rather frequently of late showing too great con- 
fidence on the part of young engineers in theoretical 
deductions, in preference to going to the same extent 
as their predecessors had been in the habit of doing to 
previous examples, in order to see what was the right 
proportion to adopt in a particular work.” * 

Tests for Mb. Hyatt aa’d Mb. Edwards. — The following 
table gives the results of the tests carried out by Mr. Kirk- 
aldy, in 1877, for Mr. Thaddeus Hyatt, and in 1891, for 
Mr. F. G. Edwards, the former being numbered 1 to 11 
and the latter 12 to 16. The figures for Mr. Hyatt’s beams 
are taken from his book, “Experiments with Portland- 
Cement-Concrete combined with Iron,” and those for 
Mr. Edwards’s beams from an article in The Builder for 
May 2, 1891. In the column headed “Ratio of Iron to 
Concrete,” the calculation is based on the effective sectional 
area of the iron, and the area of the concrete exclusive of 
that portion which lies below the underside of the iron ; 
thus, in Nos. 8 to 11, the wrought-iron bar in each 
measures 2 in. x J in., but as half-inch holes are bored 
through it to receive the upright bolts, the effective 
sectional area of the bar is only 2 in. X J in., that is to say, 
•5 sq. in. ; in the same beams, the extreme depth of the 
concrete is 12 in., but as 2 in. of this lie below the iron bar, 
this portion is omitted from the calculations, the sectional 
area being taken therefore as 12 in. x 10 in., that is to say, 
120 sq. in. 

DEDuerroNa — Several instructive lessons may be learnt 
from these experiments. 

* Proceedings of the Inst. C. E., vol cxi. (1S92 3, part i.) 
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Fig. 13- — Sections of Compound Beams of Concrete and Iron, 
mention^ in Table XXIIL 


yote$ m TahU XXIII. 

(a) For the sections of the yarious beams showing tne arrangement 
of the iron baK,rods, &x;., see the illustrations in Figure 13, which are 
numbered to correspond with the numbers in the table. 

Cb) See note * to Table XXIL, p. 191. 

2 BD= 

(c) For use in the formula W= C -jj- - 

(<2) The concrete below the iron rods is omitted from the calcula- 
tions of strength, the depth of the beam being reckoned 7 in. ; if the 
depth of the beam were taken as 8 in., the constant would appear 
9*92 instead of 12*95. 

(e) The eighteen ^ in. cross-rods are to the longitudinal section of 
the concrete as I is to 640. 

C/) The concrete below the iron bar is omitted from the calcula- 
tions of strength, the depth of the beam being reckoned 10 in. 

(<7) The concrete below the iron rods is omitted as before, the 
depth of the beam being reckoned 6*5 in. 

(K) The concrete below the iron rods is omitted as before, the 
depth of the beam being reckoned 4*6 in. 

P 2 
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1. Compare the strength of the simple brick-concrete 
beam No. 1 ■with the strength of similar concrete beams 
Xos. 2 to 11 in which wrought iron ties had been imbedded; 
also compare the strength of the simple beam of coke- 
breeze concrete, Iso. 15, with the three preceding beams, 
Xos. 12 to 14, containing wrought iron rods. The immense 
gain of strength accruing from the use of such a small 
quantity of iron is surprising. It must, however, be said 
that the ironless beam. No. 1, was weaker than might have 
been expected (see Table XXIL, pp. 190 — 1). 

2. Notice thati with two exceptions, the thirteen beams 
included in Nos. 3 to 11 yielded by the breaking of the 
iron bars ; in only two instances did the beams yield by 
the crushing of the concrete. This shows that sufficient 
iron had not been used, or had not been used in the proper 
position. 

3. Beam No. 3 contained more iron in proportion than 
any other of Mr. Hyatt’s beams, but it had not the greatest 
strength. The reason is that the iron was not placed in 
the most advantageous position, one-third of it extending 
above the middle of the beam, and therefore adding little 
or nothing to the tensile strength. Beam No. 5, which 
contained one-third less iron, was only 5 per cent, weaker. 
This shows that iron above the medial line of a beam is of 
little use, unless an increase, commensurate in strength, is 
made in the iron in the lower half. 

4. As might have been predicated, the most advantageous 
posiiion for the iron tension rods is shown by experiments 
12 to 14, to be near the bottom of the beam. The eight 
beams Nos. 8 to 11 contained much too little iron, and 
therefore give rather low constants, although the iron was 
placed in a good position ; there would be less danger of 
the protecting layer of concrete underneath peeling off, if 
the iron bars were placed on edge instead of flat. 

5. With good coke-breeze concrete, the ratio of iron 
tie-rods to the concrete should apparently be not less than 
1 in 40, when the rods are in a proper position. This may 
be assumed from the facts that beam No. 14, containing 
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part of iron, cracked at the bottom and cnished at the 
top simiiltaneouslv, and that beam No. 12, containincc 

part of iron, crushed at the top, but did not fail at the 
Vjottom. As, however, these beams were tested when the 
concrete was only seven days old, and therefore less than 
one-half its ultimate strength, we may consider that wrought 
iron ties, properly placed in concrete beams, should have a 
sectional area about one-twentieth of that of the concrete, 
neglecting that part of the concrete which lies below the 
iron. The proportion will, however, differ, not only accord- 
ing to the position of the iron, but also according to the 
crushing strength of the concrete (see Table XVL, p. 127 ; 
Table XXL, p. 1S3, d:c.). 

6. The result of the test on beam No. 2, in which five 
f-in. round wrought iron rods were used, and the results of 
other tests made for Mr. Hyatt, but not given in the table, 
show that there is a danger of iron ties being drawn 
through the concrete, unless they are held by being secured 
through plates at the ends, or in some other way. None 
of the beams, however, tested for Mr. Edwards, yielded in 
this manner, although the rods were held simply by the 
adhesion of the concrete. It is said that cement adheres 
more firmly to iron when this is left with its natural 
surface, and not treated by any anti-rust process ; and if 
this be so, iron rods embedded in concrete should not be 
coated in any way. As they are surrounded entirely with 
the concrete, there will be no danger of future rusting, 
unless the concrete is of a porous character. 

7. Test No. 16 was carried out on a “fir joist of excep- 
tionally good timber.” This had a strength nearly double 
that of the best concrete and iron beams, but as the latter 
were only seven days old, and the former was an “ excep- 
tionally good "specimen, the disparity in their strength need 
not lead to a wholesale condemnation of the concrete and 
iron. On the contrary^ it shows co7iclusimly that solid floors 
of conarete^ with iron in the lower part only, can he con- 
structed^ which will he stronger than an ordinary joisted floor 
of the same thidencss. For each wooden joist has to cany 
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a floor-surface three or four times its own width, whereas 
the concrete floor is solid and may therefore he, per unit, 
on^third or on^fourth the strength of a corresponding 
width of joist. In addition to this, the concrete floor may 
liave the advantage of being fixed along aU its sides instead 
of only along two, as is the case with joisted floors ; and 
this is no mean advantage, for a square slab is 100 per cent, 
stronger when all its edges are fixed, than when (mly two 
opposite edges are fixed. 

Recest Examples.— More recently wrought iron and 
steel have been used in concrete in a variety of ways, such 
as the twisted rods of the Ransome system, and the steel 
network of the Expanded Metal Company’s system. The 
general term “Armoured concrete” is now applied to these 
and other methods of construction in which concrete and 
iron are used in combination. Armoured concrete of 
rarious kinds is now used for beams in floors, roofs, (kc. but 
it wiU be more convenient to ^ve a general account of this 
important subject in a separate chapter (chapter XXYI), 
In passing it may be said that in nearly all these systems 
the concrete itself is richer in cement and contains a finer 
aggregate than is customary in ordinary work. 
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In the firet place, it is matter for surprise that, while the 
thickness of walls is carefully defined according to their 
height, length, &c., the thickness of the foundations, on 
which the stability of the walls primarily depends, is not 
prescribed more particularly than “not less than 9 in. 
thick.” 

Then, again, why should it be necessary to use brick 
footings at all, when we know that Portland-cement con- 
crete (1 to S) is nearly four times as strong as brickwork 
set in cement mortar (1 to 1) ? * The thickness of the 
concrete might be increased, and the wall built upon it 
without any brick footings ; a saving in the total thickness 
of the foundations might thus be effected without loss of 
strength. 

Nothing is said as to whether the sand and coarse 
material are to be measured separately or not, and this, as 
we have shown, is a matter greatly affecting the strength of 
concrete. The quality of the cement is not even mentioned. 

And lastly, concrete may be of nearly any kind of lime, 
however feebly hydraulic, in the proportion of 1 lime to 6 
aggregate ; while, if the very best Portland cement be used, 
no more than eight parts of aggregate can be mized with 
it, and yet the latter might be eight or ten times the 
strength of the former. Surely the framers of these regu- 
lations could not have known the residts of Mr. Grant’s 
experiments on the strength of various kinds of concrete.f 

The first and chief objection to these regulations is one 
which has not escaped the notice of architects. In Novem- 
ber, 1891, “Suggestions J for a draft bill for the codifica- 
tion and amendment of the metropolitan building acts” 
were adopted by the Council of the Eoyal Institute of 
British Architects, and one of the suggestions refers to this 
matter. In the section (XYII.) on “ Foundations and Sites 
of Buildings,” the following paragraph occurs : — 

“ The foundations of the walls of every house or 'building 

• John Grant. 

+ See Table XXL p. 183, tt seq. 

J Transactions B. /. B. A., vol. viii., New Series (1892). 
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Bhall he formed of a led of good cann'ete^ or other material 
approved by the Council, of the thickness shown in the 
Schedule ISTo. attached to this Act, arranged according 
to the heights of the walls of (u) domestic buildings, and 
(6) warehouses, and projecting at least four inches on each 
side of the lowest course of the footings of such walls. If the 
site he upon a natural bed of solid gravel or chalk of not 
less than three feet in thickness, concrete may he omitted 
from the foundations of the walls with the approval of the 
DistHct Surveyor * 

Thickness op obdinaht Concrete ForNBATioNS. — ^The 
schedule referred to in the foregoing paragraph does not 
appear in the suggestions, for the simple reason apparently 
that it has not been prepared. Its preparation, indeed, 
would involve considerable labour, as different kinds of 
ground would require different thicknesses and widths of 
concrete according to their bearing power, and in many 
cases, concrete might even he omitted altogether. 

The minimum thickness of concrete required by the 
London County Council is, as we have said, 9 in., but 
it is seldom that, in good work on ordinary ground, so 
small a thickness is used except for the thinnest internal 
walls. The foimdations for external walls are seldom 
thinner than the walls they carry, and, as a rule, range 
from this up to about twice the thickness of the walls. 
The concrete under some of the walls of Street’s Law 
Courts was 7 ft thick, and that under the walls of the 
Great Hall was 10 ft thick. 

The thickness of concrete foundations is a subject which 
has received little attention from writers. It is undoubtedly 
fraught with difficulties^ as in every case there are “un- 
known quantities” which give an element of uncertainty to 
the calculations. For this reason it is, perhaps archi- 
tects are usually content to giiess at the thickness required. 

Bearing Power op Grox:nds. — ^The first “unknown 
quantity ” with which we have to deal, is the bearing power 

* The woids in italics have been retained from the existing 
xegnlations. 
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of the ground itself. This, of course, may vary from nearly 
zero for bog to several hundred tons per square foot for 
solid granite. In founding on bogs or very soft ground, 
piles or caissons of concrete or some other contrivance must 
be adopted. But on ordinary groimd concrete itself is 
sufficient. 

The safe bearing power of various kinds of ground is, 
roughly, as follows, in cwts. per square foot : — ^Alluvial soil 
or quicksand, 10 to 15 ; soft clay (near surface), 10 to 15; 
moist clay, 20 to 30 ; compact clay, nearly dry, 40 to 50 ; 
dry compact clay of considerable thickness, 60 to 100; 
loose sand, 20 to 30 ; compact sand, 40 to 60 ; ditto, 
prevented from spreading, 100 to 150 ; gravel and sand, 
40 to 60 ; ditto, compact, dry, and prevented from spread- 
ing, 80 to 120. The bearing power of most solid rocks is 
far in excess of any weight which in ordinary buildings can 
be put upon them, but great care must be exercised on 
rocky sites in bridging over soft dykes or fissures wdth 
concrete, as otherwise imequal settling must occur. But 
of this, more anon. 

Nature of Stress. — ^It is often thought that the stress 
which is put upon foundations is simply a compressive one, 
but this is not the ease. There is more or less of a trans- 
verse stress, caused by the weight of the wall acting upon 
the central portion of the foundation and tending to crack 
it longitudinally. To minimise this stress, the lower por- 
tion of the wall is spread out gradually almost to the 
breadth of the foundation proper. 

But the amount of the transverse stress varies according 
to the supporting power of the ground and the width of 
the foundation (the latter, however, being modified by the 
spread of the lower part of the wall). If the concrete be 
laid on solid rock, there is no transverse stress ; in such a 
position, concrete is not needed, for the chief office of con- 
crete is to distribute the weight of the wall over such an 
area of ground that little or no settlement may occur. 
The firmer the groimd the less may the width and thick- 
ness of the concrete be. 
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Cajxttlation of Thickxe<< ^c. — Figure 14 show a the 
foundations of an IS-in. wall with the brick footings and 
concrete of the ■widths required by the London Comity 
Council regulations. The method of calculating the thick- 
ness of the concrete is as follows. In the first place, 
ascertain the total weight of the wall, floors, and rof)f acting 
upon the foundation. Due allowance should be made for 
the moment of the wind-pressure, when the building is in 
an exposed situation; in ordinary situations, the wind 
pressure may be omitted from the calculations, and a 
somewhat larger factor of safety adopted. 



Fig. 14.— Oidinaiy Foundations of Concrete and Brick. 

In the case before us, the total downward pressure upon 
the foundations is assumed to be 132 cwt. per lineal foot. 

The second point to be ascertained is the nature of the 
ground. Suppose that in this case it is somewhat moist 
clay with a safe bearing power of about 3G cwt. per square 
foot 

Divide the total downward pressure upon the foundation, 
namely, 132 cwt per lineal foot, by the safe bearing-power 
of the ground, namely, 36 cwt. per square foot, and the 
quotient will be the width of the concrete — 3 fr. 8 in., as 
shown in the flgore. 
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The second “ unknown quantity ” now thrusts itself upon 
our notice : to what extent is the weight of the wall dis- 
tributed by the brick footings ? Probably the outermost 
half-brick at each side bears little or none of the weight, 
but so much depends on the bricks, the bond, and the 
mortar, that no definite rule can be laid down. Assuming 
such, however, to be true in this case, we have the weight 
of the wall, &c., distributed over the central 27 in. of the 
concrete, as shown at AB. 

As action is equal and opposite to reaction, the upward 
thrust of the ground, shown by the arrows under the con- 
crete, is as the weight upon it — namely, 36 cwt. per square 
foot. The concrete between A and B will be subject to 
simple compressive stress, but the parts A C and B D 
are inverted cantilevers, uniformly loaded, and fixed at 
A and B respectively. Perhaps the calculations will be 
more easily followed if the figure be turned upside down. 
Formula VIL in the preceding chapter gives the breaking 


weight of uniformly-loaded cantilevers : — W : 




BD® 

L * 


Transposing this, we get: — 


3 WL 
CB ‘ 


8*5 

In this example, L = 8*5 in., B = 12 in., W = X 

36 = 25*5 cwt., and G = 1*5 for concrete composed of 
1 Portland cement, 2 sand, and 6 broken stone.* 
Substituting these values for the letters on the right- 
hand side of the equation we get — 


3 X 25*5 X 8*5 
1*5 X 12 


36*13 in. 


From this vre might proceed to say that D = 6*01 in. 
As, however, no factor of safety has yet been allowed, this 
thickness of concrete would not sufl&ce; in fact, this is the 
thickness at which fracture would just occur. It will not 
be wise to allow a smaller factor of safety than 6, and in 


* No. 18, Table XXII. page 190. 
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many cases it will be better to use 7 or 8. If, however, 
we multiply the depth obtained in the equation above, 
namely, 6*01 in., by the factor of safety, we obtain a result 
far in excess of what is required, for the strength of beams 
increases as the square of the depth. A beam 24 in. deep 
is 4 times as strong as one 12 in. deep, and 16 times as 
strong as one 6 in. deep. Therefore, the thickness found 
by the equation should be multiplied only by the square 
root of the factor of safety. Or, the value of D- may be 
multiplied by the factor of safety, and the square root of 
the product may then be found. This will usually be the 
simpler method to adopt. 

Reverting to the example, we have — 

D2 = 36*13. 



Allowing a factor of safety of 8 we get — 

D- = 36*13 X 8 = 289*04 in. 

D= v'2S9*0"4 = 17 in. 

This is the thickness shown in the figure. 

Foundations entibely of Concrete. — Figure 15 shows 
two methods of forming the foundations of the foregoing 
wall entirely of concrete, the brick footings being omitted. 
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In this case, the length of each cantilever is 13 in., and 
1*5 

W=^x36 = 39 cwt Proceeding as before — 

3 X 39 X 13 

1-5 xb - 


Multiply by the factor of safety, 8, as before. 

D- = 84*5 X 8 = 676, 
and D = 26 in. 

This is the thickness shown in the figure. It is 6 in. 
less than the thickness of the combined brick and concrete 
foundations shown in Fig. 14. 

Instead of multiphfing by the factor of safety as above, 
the constant may be divided by the factor of safety, and if 
the quotient be used in the formula, the result of the calcu- 
lations will be the safe thickness or strength as the case 
may be. 

The sides of the concrete could be sloped or stepped, as 
in Fig. 15, without in any way detracting from its strength. 
The slope, however, would be more easily formed, and would 
probably give the best results as sharp angles are a source 
of weakness. The slopes and set-ofis would have to be 
formed with boards roughly fixed in position, and removed 
when the concrete had set. 

Certainly the foimdation entirely of concrete would be 
more economical than that of concrete and brick, strength 
for strengtL The London County Council regulations, 
however, insist on the brick footings, although in many 
cases, owing to bad bond, soft bricks, and mud-like mortar, 
the brick footings are of extremely doubtful service. 

CoxcEETB AND Stoxb. — ^Where strong ragstone slabs can 
be economically obtained, one or two courses are frequently 
laid on the concrete instead of brick footings. They have 
the advantage over brickwork, of distributing the weight 
more surely, and in calculating the thickness of the con- 
crete the length of the cantilever may be taken to be the 
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projection of the concrete with an inch or two added to 
allow for the irregular edges of the slabs. 

In America, w’here buildings of extravagant height are 
often erected, great attention is of necessity bestowed upon 
the foundations. In the case of the o^ces of the AVi? York 
Tribune, a building measuring 150 ft. high from tlie foot- 
path to the eaves, the substructure consisted of a bed of 
concrete the top of which was 25 ft. below the footpath. 
The concrete rested on a good bed of firm red beach sand, 
and was composed of 1 part Portland cement, 3 parts sand, 
4 parts clean white gravel, and 5 parts broken stone, mixed 
wet and well rammed in 6-in. layers to a total thickness of 
18 in. This mixture (1 to 12) was found strong enough, 
but it must be confessed that little or no transverse stress 
was applied to it, for immediately over it was laid a course 
of immense granite slabs 9 ft. wide and 16 in. thick, and on 
this the foundation-walls, 6 ft 8 in. thick, were built of fire- 
brick laid in Portland cement, with granite bond-stones 
10 in. in thickness at intervals of 3 ft. up to the level of 
the basement floor. 

CoNCKETE AND SxEEL. — ^In Chicago the practice of bedding 
steel rails in concrete for foundations has been frequently 
adopted. It appears from Mr. A. Arthur Cox’s report 
that in that city “ the subsoil is composed of a black loamy 
clay, which, on the surface, is tolerably firm, but a few feet 
below, and in some parts to a depth of 12 ft to 15 ft, is 
quite unfavourable to building operations.” Where cellars 
are required the footings must be as shallow as possible, so 
as not to get into or near the soft substratum. Fig. 1 6 
shows the foundation of one-half of a pier in the Rookery 
Office Building, Chicago. This building is eleven stories 
high, each story measuring about 12 ft A layer of con- 
crete 18 in. thick is first deposited, and on it are laid four 
courses of steel rails 4 J in. deep, the first transversely and 
the next longitudinally, and so on; these are ‘‘spaced 
evenly at small intervals,” the spaces being thoroughly 

* See •* A Tour in the United States," by A. Arthur Cox, holder of 
the Godwin Bursary, Transactions nf the U. L B. A., ISOl. 
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filled with cement concrete- On the top of the rails is laid 
a course of hard stone 6 in. thick \ above this the pier is 
built of brick. The total thickness of the foundations is 
only 3 ft. 6 in., while the thickness up to the top of the 
uppermost set-off is only 2 ft. in. 

As the steel is entirely surrounded with good concrete, 
there is no reason to fear that it will gradually corrode. 
The ends of the rails, shown in the figure, might, however, 
be advantageously protected by covering them vrith con- 
crete, the upper surface of which might be made to slope 
from the upper edge of the concrete layer to the top of the 
whole foundations. For the Ransome system see page 236. 



^ \ A- s Feet 


Fig. 16. — Foundation of Concrete and Steel Bails. 

Steel in foundations has also been used in England. A 
recent example is the “ Eiffel ” tower now being erected at 
Blackpool from the designs of Messrs. Maxwell & Tuke. 
The four great legs of the tower rest on concrete blocks, 
each 34 ft square and 12 ft. thick, in which 12 in. x 6 in. 
steel girders are embedded. 

In Chicago, it may be added, there seems to have been 
recently a revulsion of feeling in favour of timber piles, 
driven right through the soft bed into the hard stratum 
below. 

Concrete and Piles. — ^Timber piles are often used for 
foundations in soft ground, where it is not considered 
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desirable or possible to excavate the ground to a solid 
substratum. They are usually of ordinary red deal (pre- 
ferably of whole timber), creosoted and shod with cast or 
wrought iron shoes. Other kinds of wood, such as pitch- 
pine, oak, elm, &c., are sometimes employed- Piles are 
used of various-sized timber according to the work they 
have to perform — ^the weight to be home, the length of the 
pile, and the nature of the ground. They are seldom less 
than 6 in. in diameter (or 6 in. square), or more than 14 in. 
square. The driving of the piles is usually effected by 
means of a “ pile-engine,” which consists of a tall frame- 
work with upright guides, between which a weight (techni- 
cally, a “monkey”) is hoisted and falls, when released 
by a trigger, upon the head of the pile beneath. The 
weight of the monkey is important^ as a very light one may 
not drive the pile deep enough, or, if a great fall be allowed 
in driving, may split the pile. The weight may vary from 
about 2 or 3 cwt. for 6 in. piles to about 15 cwt. for 12 in. 
piles. 

The supporting power of piles is difficult to calculate with 
any degree of accuracy. The subject is foreign to our pur- 
pose, but the well-known simple formula of Major Sanders 
may be given : — 

Safe load in cwt = 

oD 

where W = weight of monkey in cwt., 

H = height of fall of monkey in inches, 

D = distance driven by last blow, in inches. 

Thus, a pile, which sinks J in. under a weight of 9 cwt. 
finning 60 in., may be expected to bear a safe load of 

/9 X 60 270 cwt or 13 J tons. This of course is a 

\8 X -25 / 

rough-and-ready formula, hut it is applicable for ordinaiy 
work, where the pile is supported throughout its length. 

Mr. D. K. Clark considers that a 12 in. square pile, 20 ft 
in the ground and supported throughout that length so as 
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to be prevented from bending, will bear 9 tons in ooze or 
muddy sand, 12 tons in moderately compact clay, 25 tons 
in hard clay, and SO tons if it reaches hard gravel. 

At one time, before concrete had come much into use, it 
was the custom to bind the heads of the piles together by 
means of longitudinal and transverse balks of timber, and 



Fig. 17. — Foundation of Concrete and Piles. 


to lay upon these laige slabs of stone. Such complicated 
arrangements of balks are less frequently used now-a-days. 
In ordinary cases, where the piles are closely set, it is 
sufficient to cut offi their heads to an uniform level, and 
after excavating the ground between them to a depth of 
one foot or more (according to the size of the piles, <&c.), 
to fill the trench around and above the piles with concrete 
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veil rammed- This is illustrated in Fig. 17 , vhere two 
rows 01 7-inch piles are shown under an ordinary concrete 
and brick foundation. For heavy walls, however, and 
where the piles are not closely set, the heads of the piles 
must be united by strong timbers. 

Cast or wrought iron piles are frequently used in 
engineering works, but not often by architects. 

CoscRETE For^'DATioif-LATER. — Sometimes the whole site 
of a building is covered with concrete. The least allow'ahle 
thickness is 9 in., if the brick footings of the walls are to be 
built directly upon the concrete ; but a thickness of 1 2 in. 
is more usual, even for the smallest buildings, and a thick- 



Fig. 18 ,— Concrete over Soft Dyke. 


ness of 18 in. and upwards is adopted for larger structures, 
according to the weight of the building and nature of the 
ground. 

Frequently, however, an additional thickness of concrete 
is put under the walls. When the concrete under the w’alls 
is kept quite independent of the concrete layer which is 
spread over the site, the layer is usually only 6 in. 
thick, and the top of it is finished level with the top 
of the concrete foundation, or with the top of the brick 
footings, if the appearance of these in the basement would 
be objectionable. Such a layer is really not part of the 
foundation. . 

AunTTRis. — ^The application of concrete to foundations is 
not^ however, confined to simple slabs. In rocky ground. 
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concrete may be used in the form of an arch or lintel to 
span a soft dyke, abutting at each end on the solid rock, 
which may be splayed or benched to receive it, as in 
Fig. 18. The thickness of the concrete must be regulated 
by^ the weight the arch has to carry. The earth under the 
concrete can be brought to an arched form and rammed, so 
that no boards or centres will be required. 

Inverted arches between piers may be very conveniently 
and economically formed in concrete instead of brickwork. 

Piers jch) Arches. — ^Where the site of a building con- 
sists of a considerable depth of “made” ground, or is 
naturally soft but with an underlying firm layer, it will 
often prove economical to erect concrete piers, and to form 
concrete arches over them, instead of laying a continuous 
foundation. The groimd under the piers should be very 
firm, or disaster may follow. On steep ground the system 
of piers and arches is often advantageous. Fig. 19 
illustrates the method adopted (1882 — 4) in the founda- 
tions of the east wing of the Army Headquarters at Simla, 
India."^ The ordinary foundations in these buildings con- 
sisted of a series of concrete piers to carry iron columns, and 
with cross-footings between to carry the cross walls, but 
where the excavation, in order to get a good bottom, was 
carried more than 10 ft deep, “groined arches” were 
thrown from pier to pier to carry the cross waUs. 

The concrete for the whole of the buildings consisted of 
hydraulic lime, ground on the building-site and used quite 
fresh and without slaking or wet-grinding ; surMii (pounded 
bricks), ground on the site and screened through a sieve of 
132 meshes to the inch (superficial) for fine work, and 
through ^in. and bar screens for ordinary work; 

and limestone, broken by hand to pass a 1-in. ring. The 
lime and surkhi were mixed dry in the proportion of 1 to 
2; 5 cubic feet of ground lime -f 10 cubic feet of surkhi, 
mixed dry, made 14 cubic feet of “dry mortar.” This was 

* See paper by Mr. "WalteT Smith, A.M.Inst.C.E., in the Proceed- 
ings of the Inst, C, E,, toL IxxxilL (1885-6), part i. 




Fig. 19.— Plan and Section (on line A B), of the Foundations of the 
Army Headquarters, Simla. 
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mixed with the aggregate in the proportion of 42 to 100 
for ordinary foundations, and 45 to 100 for walls and 
arched vaulting. For ordinary foundations, therefore, the 
concrete consisted of 1 part lime, 2 parts surkhi, and 6*6 
parts broken stone, a rather poorer concrete than would he 
allowed by the London County Council. 

The following table shows the material used to make 
100 cubic feet of rammed concrete of each kind : — 


Table XXIV.—Bulk of IsroBEDiEifTB Esr Limb Ooi^ceete. 



Oidinaiy Foonda* 

Walls and Arched 


tions. 

Vaulting. 


cnb. ft. 

cub. ft. 

Lime 

17-5 

19 

Sarkhi 

35 

38 

j Dry Mortar 

49 

53 

Stone Ballast 

117 

117 

1 Rammed Concrete 

1 

100 

100 


The concrete in the foundations was deposited in 3-iii, 
layers, and “rammed until the moisture exuded at the top, 
and the blows of the rammer caused no further yielding in 
the mass.” Stones and boulders were imbedded in the con- 
crete, and in this way a saving of about 6 per cent, was 
effected. The outline of each foundation was marked by 
rough stone walling lined with planks, and as each course 
was completed and sufficiently set (usually in three days), 
the planks were removed and the space between the piers 
was filled with earth well rammed. 

Successive courses were laid in this manner until the 
springing of the arches was reached. Then earth was 
heaped up, well rammed, moulded by templates to the 
shape required for the groining, and plastered fibrst with 
oow-dung and afterwards with lime-plaster. Concrete was 
then deposited and rammed up to the floor-level, “each 
vaulted arch being completed to its full thickness before 
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the next was commenced. At a later period the earth- 
centres were removed, when the groins were foimd to bo 
clearly defined.” 

Underpinnixg. — C oncrete is frequently used for under- 
pinning walls, the foundations of which have yielded or 
which have to be taken to a greater depth for better 
basement accommodation. The operation can be carried 
out in almost any length at a time if the wall be supported 
on needles and posts, or in short lengths of four or five 
feet at a time without needles. Concrete for such work 
should be of richer quality than for ordinary foundations, 
as the greatest weight which it has to carry, will come 
upon it before it has had much time to harden. A good 
mixture would be 1 part quick-setting Portland cement, 

1 part coarse clean sand, and from 4 to 6 parts washed 
aggregate of irregular shape and size free from sand. The 
usual method is to deposit a bed of concrete of suitable 
width and thickness and of convenient length, and upon 
this to build a new wall in brick or stone bedded in 
cement mortar (about 1 cement to 2 sand), up to the old 
wall, and to pin the uppermost joint with slate or iron 
wedges. The new work can be strengthened by grouting, 
and the uppermost joint can be effectually filled by taking 
out some of the old bricks above the joint eveiy few feet, 
and pouring thick neat cement grout into the middle of 
the wall. Unless needles are used, underpinning should 
not be carried out rapidly, or the weight may be put on 
the concrete before it has hardened sufficiently to bear it. 

Sometimes, however, underpinning is done entirely in 
concrete. As long ago as 1834 a warehouse at Chatham,* 
the pile foundations of which had rotted and yielded, w'as 
underpinned in this way. Concrete, consisting of ground 
Hailing lime (used hot), and Thames ballast, in the 
proportion of 1 to 6 (or 7), was used. It was deposited 
and well rammed in lengths of about 5 ft. at once, and 

2 ft. wider than the walls, to a thickness of 3 ft. On the 

* Burnell’s “ Limes, Cements, Hortais, ic.,” in Weale’s Seriea 
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top of this bed a moveable framework was laid, consisting 
of two end pieces of iron crossing the wall and two planks 
one on each side of the wall, so arranged that the latter 
could be worked forward and backward by means of screws. 
When the planks were as far apart as was considered 
necessary, the rectangular space between them and the 
iron end pieces, was filled with concrete, and the planks 
were then forced closer together by means of the screws, 
effectually compressing the concrete against the super- 
incmnbent walL The spaces left by the iron end-plates, 
which were about | in. thick, were afterwards filled with 
grout. Some years afterwards, Lieut.-CoL Denison stated 
that no settlement had taken place since the work was 
completed. Xow-a-days, such work would be carried out 
with Portland cement instead of lime, and the concrete 
would be so much the more reliable. 

Caissons. — Iron caissons are frequently used for the 
foundations of bridges and other works in water, and are 
usually filled wholly or partially with concrete. These, 
however, do not fall within our province, but a word or 
two about concrete caissons or wells ought to be said, as 
these have been used on several occasions, not only for 
works in the sea, but also in marshy or light sandy ground. 

They consist of a rim or cutting edge, frequently of 
wood and iron, on which is raised a concrete wall either in 
the form of a circle or a rectangle ; the rectangular form is 
more easily built, but the circular form, although more 
difficult to construct on account of the shaped frames 
which axe required, ought to be adopted, as such caissons 
can be sunk more regularly and are less liable to crack in 
sinking. In large caissons of rectangular shape, iron tie- 
bars are sometimes imbedded in the sides to prevent 
cracks. Hexagonal caissons would be less liable to crack 
than rectangular ones, and more easy to mould tha n 
circular ones. 

The height of the first portion of the caisson may be 
about 5 ft This is placed in position, and is sunk by men 
digging inside, or, when the water becomes too strong, by 
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excavating with chain-grabs or other contrivance. When 
the sinking has been continued far enough, another height 
of concrete is added to the caisson, and so on until a proper 
foundation has been reached. The sinking of the caisson 
is of course assisted by its own weight. 

One of the first of these caissons was made by Mr. Bindon 
B. Stoney in Dublin Harbour, in 1863, to form the base of 
a beacon-tower. It was 19 ft. in diameter and weighed 
80 tons. After it had properly set, it was conveyed down 
the Biver Lifiey to its destination, a distance of about two 
miles, and was there placed in position, and lowered by 
excavating the ground within it^ more concrete being added 
as the caisson sank. 

At Colombo Harbour, Ceylon,* the depot-wharf wall is 
foimded on a double row of concrete cylinders, each section 
being o ft. in external diameter and 3 ft. 6 in. deep, the 
concrete being 12 in. thick. Another part of the wall is 
founded on cylinders 7 ft. in external diameter, the con- 
crete being 15 in. thick ; these cylinders were formed in 
sections 4 ft. 10 in. deep. The concrete in the lowest or 
cutting ring of each caisson was composed of 1 part Port- 
land cement to 3 parts stone and sand ; the concrete in the 
remaining sections was of 1 part cement^ 2 parts sand, and 
3 parts stone. 

At Felixstowe tidal-basin t rectangular concrete caissons, 
30 ft by 20 ft by 28 ft deep, were used with walls 5 ft 
thick, built on a curb of wood and iron, which was sloped 
down from the inside at an angle of 45 deg. to an outer 
cutting-edge of cast-iron. As the sinking proceeded, con- 
crete was added in layers 3 ft 3 in. high, until the caissons 
had reached a proper depth; 6 to 1 concrete was then 
filled into the caissons to a height of 7 ft, and 10 to 1 
concrete for the remaining height. 

Springs. — Springs of water rising in the trenches are 
sometimes a source of difSculty. Col. Seddon in 1891 

* Proceedings of the Inst. C. paper by Mr. John Kyle, voL 
bucxviL (1^6-7), part L 

t Mr. John Bussell, in discussion on Mr. Kyle's Paper. 
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mentioned the destruction of a concrete foundation by a 
spring of water, which was brackish and impregnated with 
red oxide of iron. The concrete would not harden. He 
overcame the difficulty by covering the soft concrete with 
a layer of asphalt to keep down the spring, and by de- 
positing upon this a fresh stratum of concrete. He assumed 
that the soft concrete was as stable as an ordinary bed of 
gravel 

Another method is to cover a spring of water with canvas 
or tarpaulin, and in this way prevent it damaging the 
concrete. 

Groctixg. — ^When a building has to be erected on a bed 
of good gravel, concrete may be unnecessary. Where, how- 
ever, the gravel does not appear to be very firm, it can be 
effectually consolidated by means of thick neat cement 
grout Experiments have shown that gravel or other 
aggregate, placed in a closed box, can be made into fairly 
good concrete by pouring cement grout through a tube into 
the box. The grout should be neat Portland cement^ to 
which a little Eoman cement may be added to hasten the 
setting. It should be used as thick as possible. 

Thin grout does not set well, and grout containing sand 
is liable to give great inequality of strength, as the sand 
and cement easily separate, and one part of the grout may 
be nearly all sand, while another is nearly all cement. 

Machine-beds. — Concrete is now largely used instead of 
masonry for the beds or foundations of engines, cranes, and 
other machinery. The bolts for securing the machines 
should have washers or plates at the bottom embedded in 
the lower part of the concrete. As stability is, in such 
foundations, of prime importance, a large factor of safety 
should be allowed. 

Concrete in Water. — ^Tfae method frequently adopted 
in small works is to construct a watertight dam by driving 
sheet-piles around the foundation into an underlying bed of 
clay, the adjacent edges of the piles being sometimes 
formed with a bird’s mouth joint. In deeper and rougher 
water, the sheet-piling may be driven in two rows, the 
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space between being filled with clav. The water in the 
cofier-dam can then be pumped out, the excavation com- 
pleted, and the concrete deposited. 

Concrete is however frequently deposited in water, the 
trenches having been excavated by divers or dredgers. In 
the formation of sea-walls in this way, the shape of the wall 
is outlined by rows of piles, to wMch timber panels are 
attached. Concrete, actually deposited in water, should be 
10 or 20 per cent richer in cement, as some of this is in- 
evitably washed away, and the concrete should be carefully 
lowered in self-opening boxes or skips. 

Foundations of sea-walls are often formed of great bags 
of concrete, laid while the concrete is wet, so that the 
cement, oozing through the sacking, unites the different 
blocks together. Mr. Carey constructed the foundation of 
Jisewhaven Breakwater with two courses of 100-ton sack- 
blocks of concrete laid transversely and breaking joint ; the 
blocks measured about 50 ft by 7 ft by 2i ft thick The 
concrete at Newhaven usually consisted of 1 part Portland 
cement to 8 parts clean shingle and shaip sand. The faces 
of the breakwater, however, were of 1 to 6 concrete, and the 
hearting of 1 to 10. 

Large hollow caissons of concrete are sometimes con- 
structed on shore, then conveyed to their proper position 
and sunk, and are afterwards filled with concrete. 

Huge solid blocks of concrete, weighing several hundred 
tons, are sometimes made on shore, and when they are 
sufficiently hardened, are towed or hauled into position and 
laid by means of divers. 

Small concrete blocks, frequently dove-tailed, are also 
used to form the face of sea-walls, and behind them con- 
crete is deposited in mass. 

The proportions of the ingredients in concrete used for 
works in the sea vary according to the purpose for which 
it is required. In sheltered places and in the hearting of 
walls, 12 to 1 concrete is often used, while in exposed places 
and for face-work 4 to 1 or 6 to 1 must be employed. 

The “Rassome” Systei^ — In this system twisted 
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wrousht'iron bai^ are embedded in the lower part of the 
concrete to resist the tensile stresses in the projecting or 
cantilever portions of the foundation. The arrangement is 
shown in Fig. 20. A layer of concrete (1 cement to 3 
aggregate) is first deposited to a thickness of 3 to 6 inches \ 
the twisted bars are then laid transversely and pressed into 
the concrete at distances of 6 to 8 inches^ and are covered 



by another layer of 1 to 3 concrete 4 inches thick. The 
upper part of the foundation may be of 1 to 6 concrete. 
The different layers should be deposited as quickly as 
possible, so that they will set into a solid mass. Mr. 
Kidder, * has calculated the safe loads which may be placed 
on foundations of this kind from 6 to 20 feet wide, and 
some of his figures are given in the following table ; the 
safe loads have, however, been converted into English tons. 


Table XXIV., A.— Concrete Fouitdations with Ransome’s 
Twisted Iron Bars. 


Greatest Greatest 
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* Building Gmstructim and Saperintendmee by F, E. Kidder, 
Part I, page 43. 



CHAPTER XIX. 

PAVrS’e, OBOUND-LAYEES. AND FLOOE-?rEF ACE?. 

Artincial nags — Curbs, i:c. — Flags on piers— raTing-blccks — Ll 
paving — Concreie-rolleis— Stable foor — Cracks— Grcnnd-Iavers 
— Floor-surfaces — 1. Concrete, 2. Tues, &e., 3. ’iTocd-l^ocls, Ac., 
4. Boards, 5. Kamptulicon, kc. — Eelarive resistance to vrc-ar of 
di^eient f oor-suifaces (Table XXV.). 

The use of concrete for paving is extending mpidlv Loth 
in buildings and in streets. Miles upon miles of KKjtparhs 
in London and elsewhere have been formed with concrete, 
either deposited m situ or laid in the shape of fags. And 
although we could point to manv failures oi canerete de- 
posited 171 slid, to great cracks and honeveumbed surfaces, 
vet, on the other hand, we could point to paving which, 
after years of heavy trame, seems as perfect as it did a 
month after it was laid. 

One objection, which is frequently raised against a con* 
Crete footpath deposited in situ, is the dimculty of eutt:n-;r 
through it whenever it is necessary to connect the drains, or 
water-nipes, or gas-pipes of buildings adjoining the fbcrpaihs 
with the mains in the streets, and the further dimeulty c-f 
making the paving good after it has been so cut. This 
objection has had so much weight that most town-surveyors 
or engineers prefer to use the concrete in tiie form of fags, 
and the manufacture of such nags has within recent years 
been considerably extended. 

Aetificial Flags. — The patent Victoria Stone is a well- 
known kind of concrete largely used in the shape of fags. 
It consists of one part of Portland cement and three parts 
of granite ■' chippings not much larger tnan peas, cast in 
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metal-lined moulds, and when set, steeped in a solution of 
silicate of soda. Part of the silica of the solution is given 
up and combines with the free lime of the cement, and 
apparently hastens the induration of the concrete. The flags 
are afterwards washed with clean water and allowed to 
harden before use. The compressive strength of this stone 
is said to surpass that of the best sandstones while in im- 
perviousness, it is said to be better than Bath and Portland 
stone, about equal to the best sandstones, but considerably 
inferior to granite, syenite, and good trap and basalt. The 
“ granite ” used in the manufacture is really a syenite from 
the Groby quarries in Leicestershire, vrhieh, according to 
Rivington’s Kotes^ weighs 173*4 lb. per cubic foot. 

The Imperial Stone, formerly known as Silicated Stone, 
is another well-known concrete. It consists of 1 part 
Portland cement mixed with 3 parts crushed granite, the 
laivest dimension of any piece of which does not exceed 
three-eights of an inch. The dust formed in crushing the 
granite is carefully washed away, as otherwise it would 
prove, as we have ^own, a source of weakness. The cement 
and aggregate are mixed by machinery, and filled into 
metal-lined moulds, the upper surface (which is really the 
under surface of the flag when laid) being smoothed with a 
trowel In order to condense the soft concrete as much as 
possible, the mould containing it, is placed upon a 
“ trembler,” that is, a bench to which a pair of quickly- 
revolving cams impart a rapid vibratory motion. By this 
means, the flags are rendered more dense and durable. 

When the concrete has set sufficiently, the flags are 
removed from the moulds, and packed for some days in 
tanks filled with a solution of silicate of soda. 

Another well-known kind of paving is that made by the 
Croft Granite Brick and Concrete Co., and known as “ Croft 
Adamant.” This is made like the ones abeady mentioned, 
of Portland cement and crushed syenite, the latter being 
quarried in part of the company’s property. These in- 
gredients are mixed by machinery, and rammed into wooden 
frames. The npper surface is finished and thoroughly 
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well trowelled, by hand. These flags, therefore, differ from 
the Victoria and Imperial Stone flags, in that the wearing 
surface is carefully formed by hand, instead of being simply 
left as cast in the mould. It is argued that by this method 
of manufacture a denser surface is obtained, and the danger 
of pin-holes on the surface, due to excess of water in the 
concrete, is avoided. Sometimes the flags are finished for 
a certain thickness (say, half or three-quarters of an inch), 
with coloured concrete, usually red ; the effect is pleasing. 

Granite-concrete flags of good quality are also made by 
W. B. Wilkinson <fe Co., Stuart’s Granolithic Paving Co., 
and many other makers, the ingredients in nearly every case 
being Portland cement and some kind of granite or syenite. 
Whinstone and slag are, however, sometimes used. 

The durability of the best artificial flags is beyond 
question. They do not crack or scale away, but have 
a hard dense structure. On the other hand, there is 
much artificial flagging which, on account of bad materials 
or workmanship, or insufficient cement^ soon presents a 
honeycombed surface, and wears rapidly away ; while some 
is porous in consequence of the ingredients having been 
mixed too dry. 

Some artificial paving can be obtained with impressed 
patterns, which have a good appearance and improve the 
foothold I while other paving is supplied in various shapes, 
sizes, and colours, and can then be laid in simple patterns. 

The usual thickness of artificial flagging is from 2 in. to 
in., the usual breadth is 2 ft, and the length varies 
by 6 in. from lft.6in.to3ft.6in. 

OxjBBs, &c. — Granite-concrete curbs and channels are 
largely used for the sides of footpath^ where artificial 
flagging is adopted. 

Flags ox Piebs. — ^Mr. Lascelles advocates the formation 
of an air-space under artificial flagging in dwellings by 
means of yma-ll concrete piers, on which the comers of the 
flags are supported; this air-space prevents the rising of 
damp through the floor. 

Pavixg-Blocks. — In addition to artificial flags, which of 
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course are only suitable for foot-trafl&c, concrete paving- 
blocks of seTeial kinds are now made for vehicular traffic. 
Such are the patent paving-blocks of Croft Adamant; 
each block is about 18 in. wide, 30 in. long, and 3 in. 
thick, and has two longitudinal V-shaped grooves, and two 
half-grooves along the edges, as shown in Fig. 21. The 
concrete used in these blocks is of a coarser kind, in order 
that the surfaces may not wear slippery; the pieces of 
syenite vaiy in size up to 2-in. cubes. The blocks are 
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21.— Croft Paving-Blocks and Channel. 


laid with the grooves running across the road, so as to give 
good foothold to horses, and concrete channels are made 
for the sides of the road with grooves across one edge of 
the channel to correspond with the grooves of the paving. 

Maclean's patent paving-blocks are of cement-concrete 
with “ rings, strips, or small blocks of lead ” inserted flush 
with the surface to prevent wear. 

Other paving-blocks are made -with cubes of syenite or 
other hard material inserted by hand into the concrete 
whfle it is soft, and left projecting about half-an-inch above 
the general surface of the block. 
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In situ Paving. — ^But irhile artificial flags are useful 
for the footways of streets, there are many situations in 
which a jointless slab of concrete is much better, such as 
the floors of basements, or of rooms on the solid ground, or 
of stables, cow-houses, Jbc. In these cases a floor is 
required which, while having a durable surface, also pre- 
vents the rising of moisture and of subsoil air, and the 
percolation of foul water and sewage into the ground 
beneath. Some kind of concrete flooring, deposited in 
situ, and without joints, should then be adopted. 

The Patent Victoria Stone Co. prefers a foundation of 
broken brick about 4 in. thick, upon which is laid in one 
operation a layer of concrete 2 in. thick, composed of 1 part 
Portland cement and 3 parts finely-crushed and machine- 
washed granite. 

Another kind of in &itu paving is laid by the Imperial 
Stone Co., and is known as “ Petro-silicon.” Where heavy 
traffic is expected on the paving soon after it is laid, the 
surface is treated with silicate of soda in order that the 
hardening may he hastened. 

Stuart’s Granolithic Paving has a layer of cement-and- 
gravel concrete 2 or 3 in. thick, and a finishing coat of 
cement and crushed granite 1 or li in. thick, the whole 
being laid on a foundation of broken brick or stone. 

CJoncrete footpaths have been largely used in this 
country and in the United States, Gilmore recommends 
them to he laid on beds of well-compacted sand or gravel 
to allow for sub-drainage. The rough concrete should he 
3 J or 4 in. thick, composed of 1 part Rosendale or other 
cement, 2 J parts sand, and 5 broken stone and gravel, well 
rammed, and with the surface afterwards roughened by 
scratching. Upon this, the finishing coat of Portland 
cement mixed with 2 or 2 J parts of “ clean fine sand ” [szc] 
is laid, and rammed to a finished thickness of about 4 in., 
the surface being neatly smoothed with a trowel. The 
pavement should be covered, as soon as it is finished, with 
hay, sand, &c., to protect it from the sun, for ten days or 
more, and then with a layer of damp sand “ to prevent wear 
for two or three weeks.” 
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A more recent American specification requires a 
foundation (5 in. thick) of coarse gravel, broken stone, 
sand or ashes, well rammed or rolled, on which a layer of 
concrete (1 cement, 1 sand, and 3 gravel) is spread to a 
thickness of 3 or 4 inches and well rammed ; before this 
has begun to set, the finishing coat, composed of cement 
and sand or cement and clean crushed granite in equal 
proportions, must be applied with a trowel to a thickness 
of 1 in., and carefully smoothed and levelled between 
straight-edges or “screeds.” 

The folio^dng method of laying m dtii paving is recom- 
mended by Messrs. W. B. Wilkinson k Co. When the 
ground, after being excavated to the proper depth, is soft, 
it must be well rammed, or, in bad cases, a layer of common 
concrete must be kid, the upper surface being left 6 in. 
or 7 in. below the intended finished floor-line. On good 
consolidated ground, a layer of brick-bats or stone-rubble 
is spread and then broken, so as to form a layer about 4 in. 
thick; the breaking helps to consolidate the ground stiU 
more. (When a common concrete foundation has been 
kid, the brick-bats or rubble should be broken before being 
spread.) There should be no soil or small stuff among the 
broken material, and this should be laid roughly to the 
various gradients required. On the broken material, the 
proper concrete pavement is laid down soft and finished 
with a smooth or grooved surface as required. For mode- 
rately light traffic, as in coach-houses, warehouses, foot- 
paths, gentlemen’s stables, &c., the paving is usually laid 
about 2 in. thick, and a thickness of 3 in. is found enough 
for the heaviest horses, carts, rolling casks, «kc. 

For stables, stable-yards, conservatories, sloping-ground, 
and other pkces where Hquid-manure or water would other- 
idse spread over the whole surface, or where a good foothold 
is necessary, the surface of the concrete should be indented 
or grooved, and channek formed for drainage where required. 

CIoncbbte-EoIiLEBS. — ^The indents for giving a rougher 
BorfBbce to concrete paving may be conveniently made by 
means of Gilchrist^s small brass rollers with projecting 
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teeth, such as that shown in Ficr. 22. These rollere arc 
made from 5-i- to 9 in. long, and 3^^ or 4 in. in diameter. 

Grooves for affording surface-drainage and foothold at the 
same time, may be made by small brass rollers havinsr one 
or more projecting V-shaped ribs, similar to the one shown 
in Fig. 23. The ribs are of various sizes, but make grooves 
varying from to A in. deep, and from to f in. wide at 
the top. Larger sizes can, of course, be obtained. Rollers 
are also made of different designs from the foregoing, such 




Fig. 22. — Brass Roller for In- Fig. 23.~BTass Roller for 

denting Concrete Paving. Grooving Concrete Paving 


as “crimpers,” which form a series of V-shaped ridges and 
hollows, but the ones mentioned are most frequently used. 

Stable Floor. — Fig. 24 is a plan of a stable floor, 
showing the diagonal V-shaped grooves in the stall at A A, 
passing into the larger V-shaped or semi-circular channel 
at B, which in turn leads into the main channel at C. 
The last may be formed to receive an iron grate as shown 
in Fig. 25, or may consist of a stoneware or iron gutter 
bedded in the concrete. A raised footway is provided at 
D D, which may be grooved to almost any pattern, although 
it must be remembered that the simplest patterns can be 
most eadly swept clean. Straight grooves across the foot- 

n 2 
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Fig. 24. — Plan of Stable Floor, 


way, as shown at E, 
are the best in this 
respect. Plain mar- 
gins are left around 
each stall and wall, so 
as to be more easily 
swept. The use of 
diagonal “ crimpers ” 
is shown in the border 
at F F. 

A good effect is ob- 
tained by adding red 
or other colouring 
matter to the concrete 
of the gangway for the 
whole or part of its 
width, as shown by 
the dotted portion in 
the figure. 

Where brick paving 
is adopted for stables, 
&c., it is best to de- 
posit for the reception 
of the bricks a 6-in. 
layer of concrete, laid 
to the propergradients. 
The surface of the con- 
crete can be finished 
with a ^in. coat of 
cement mortar (1 to 1, 
or 1 to 2), in which the 
bricks can be bedded \ 
the joints of the bricks 
should be carefully 
made with the same 
mortar, and then 
grouted over with neat 
cement grout. 
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Cracks. — The expansion and contraction due to ehanses 
of temperature frequently cause cracks in large areas oi 
paving exposed to the weather. These cracks are not only 
unsightly, but also allow water to find its way into the 
concrete, and render the latter liable to destruction bv 
frost. The difiiciilty can be overcome by forming the 
pving into separate slabs by means of wood laths Voout 
I in. thick, placed in the concrete even- S ft. or 10 ft. 
These lathed joints allow for expansion and contraction. 

Grouxd-Layers. — A. common method of forminij base- 



Fig. 25.— Section of Channel and Grate in Stable. 


ment-fioors, especially in towns where a 6-in. layer of con- 
crete over the whole site of a building is required by the 
by-laws, is to deposit concrete 5 in. or 6 in. thick, as shown 
in Figs. 14 and 15, pp. 219 and 221, and finish the surface 
of this in one of the various ways hereafter mentioned. 

As this concrete is intended to keep down moisture and 
subsoil air, it should be as impervious as possible, and for 
this reason a considerable proportion of sand and small 
gravel should be used in its composition, so that all inter- 
stices may be well filled ; e.^., the concrete might consist of 
1 part Portland cement or good hydraulic lime, 2 parts 
clean sand, 1 part pea-gravel, and 3 parts gravel, stone, or 
brick, broken to pass a 1 J-in. ring. Coke-breeze and similar 
aggregates of coarse open texture should not be used in 
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ground-layers, as, besides absorbing moisture, they afford 
accommodation for vermin, vrhich may eventually, through 
some unsuspected crevice, find access to the rooms above. 

Floor-Surfaces. 1. Concrete . — The pavings already 
described may be used for the floors of houses and other 
buildings, but the total thickness of the concrete in floors 
laid on the ground is generally specified in the by-laws 
of public authorities to be not less than 6 in. 

The surface of concrete floors can be economically finished 
with a thin coat, J in. or f in. thick, composed of Portland 
cement and clean coarse sand or sharp grit, well trowelled. 
This ought to be applied before the rough concrete has set, 
in order that the whole may set into one mass. Granite 
sand gives better results than ordinary sand. Pea-gravel, 
from which all sand has been screened, is sometimes used 
with good results, and wears less rapidly than a mortar 
containing sand in the same proportions. 

For rough work, neat cement is sometimes worked into 
the concrete foundation with a hand-float and trowel, but 
without leaving any coating on the surface. 

It may here be remarked that all floor-surfaces containing 
cement are improved by being frequently washed or wetted 
during the first few months of their existence. Unless this 
is done, the dry, w’arm air of houses, &c., abstracts all the 
moisture from the concrete, and prevents the due hardening 
of the cement. It is largely owing to this cause that many 
cement floors are friable and yield a large amount of dust. 

Clean crushed crystalline limestone, quartz, and granite, 
from which all dust has been removed, form better aggre- 
gates than sand for surface-coats. They should be passed 
through J-in. or f-in. screens, and mixed with neat Portland 
cement in the proportion of 1 part cement to 2 parts 
agpegate, and should be laid so as to finish 1 in. or li in. 
thick, well beaten, and trowelled to a smooth surface. 

Ornamental concrete floors can be produced by using 
aggregates ^ of different colours embedded in Portland 
cement^ which can also be coloured if desired. White spar, 
marble, greyish-green slag, pink or grey granite, dark-grey 
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sveuite, and other materials can be emploved with good 
effect. Cubes of granite, ie., tereened throiigh two sieves 
(the one to eliminate the fine particles, tiie other the large 
pieces), and with the irregular-shaped pieces picked out- by 
hand, can be obtainel for the purpose. The cement with 
which they are mixed can be coloured a rich red by means 
of ground red hematite, or Venetian red, and other colours 
can be obtained by means of various mineral colouring- 
matters — ^blue by German ultramarine, browns by various 
oxides of iron, black by black manganese. Nearly all 
colouring-matters, however, reduce the strength of cement, 
and in some cases the loss of strength is so great as to 
render the concrete extremely friable and poroms. 

The ingredients should be thoroughly mixed, spread 
upon the rough concrete bed, well rammed, and finished 
level or with the necessary falls, the surface being thoroughly 
well smoothed with a ^wel. The finished thickness of 
this surface-layer should not be less than J in., and is 
seldom more than in. 

Terrazzo is the name now generally applied to a finisliing 
coat of pohshed concrete. To receive this, the rough 
concrete must be rendered with cement mortar (usually 1 
cement to 2 sand), finished to a true and level surface. 
The terrazzo is, as a rule, f in. in thickness, and is composed 
of cement and marble dust, in the surface of which small 
pieces of marble are embedded. In the cheapest kind, the 
cubes are irregularly distributed, but for better work larger 
pieces of marble (up to J or 1 inch on the face) are “sown” 
by hand on the surface. The marble may be entirely of one 
kind (usually white), or variety may be obtained by a 
mixture of different colours, white, yellow, red, green, black, 
*fec,, or by forming the central portion of one colour or a 
mixture of colours, and the borders of other colours (usually 
darker than the central portion). The polishing is begun 
immediately after the floor is laid, and is effected hy means 
of smooth stones attached to wooden handles, water being 
applied somewhat freely during the operation. Coloured 
cement is sometimes used, but it is much better to rely for 
the colour-effect entirely on the marble. 
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At tke Hotel Metropole, Brighton, nearly sis acres of 
floors are formed with Stuart’s Granolithic Paving, upon 
which cloth-felt is spread to receive the carpets. And at 
the Savoy Hotel, London, nearly all the floors, which 
consist of steel joists and coke-breeze concrete, are simply 
finished on top “ with neat cement.” 

2. Tile%^ &c . — ^The best foundation for floor-tiles and 
mosaic is a layer of concrete about 6 inches thick, floated 
with a i or f in. coat of cement mortar (about 1 to 2) to a 
perfectly level surface. The top of this coat should be left 
I in. pins the thickness of the tiles, below the proposed 
floor-level. The ^ in. is allowed for the coat of quicksetting 
cement, in which the tiles are bedded. 

The tiles used for floor-surfaces are usually encaustic 
tiles, glazed or unglazed, and are made from different 
clays coloured as required and properly burnt. Tiles, 
however, are now made of Portland cement and granite- 
sand, coloured throughout their thickness. The tiles are 
usually plain, although ornamental ones with patterns in 
two or more colours, can be obtained. The colours, that can 
be used with Portland cement without damaging it, are few 
in number and do not yield as brilliant an effect as encaus- 
tic tiles. A rich red colour is the most satisfactory, and a 
good deep blue is also available; buff, brown, black, and a 
rather disagreeable green almost complete the range. If 
the cement used in these tiles is not thoroughly air-slaked, 
fine hair-cracks appear on the surface. Small pin-holes, due 
to excess of water in the mixings are also somewhat frequent, 
but are of little detriment to the wearing power of the 
tiles. 

Marble-mosaic tiles are a kind of concrete, consistiog of 
cement and random tesserae of marble, compressed and 
polished like terrazzo. They have a pleasing effect, can be 
had of various colours, and are durable. 

3. Wood-hlocksy — In the case of wood-blocks and 

parquetry, when the surface-coat on the concrete layer is 
hard, a layer of bituminous composition must be spread upon 
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it to receive the blocks. There fire, however, several 
systems of wood-block floorlii.; in which metiil keys are in- 
serted in the concrete for the piirp‘:»-:e of ‘jiving iidditioiial 
security to the blocks, or in which simill cubes of wixd are 
inserted to which the blocks can be secured with screws or 
metal discs. 

4. Boards. — Building-owners frequently exhibit a par- 
tiality for ordinaiw boarded floore, even when fire-resisting 
construction is adopted. Sometimes ordinary boards are 
laid upon the concrete layers in basements without any in- 
tervening joists or bituminous composition. Such floors 
should have a first layer of good dry broken stone or brick, 
then a layer of impervious concrete 3 in. or 4 in. thick, and 



Fio". 26.— Concrete Floor with Boards nailed to continuons lincTS of 
Wrights Fixing-Blocks. 


finally a 2-in. layer of coke-breeze concrete (1 to 4), brought 
to a perfectly level surface. When this has dried suffici- 
ently (which will not be in less than three or four weeks), 
the floor-boards can be laid and nailc'd directly to the coke- 
breeze concrete. Mr. C. F. Moxon, in The Builder for 
Sept. 8, 1SS8, declares that there is no danger of diy-rot ; 
we tbink^ however, that a thin coat of bituminous composi- 
tion, spread over the concrete as for wood-blocks, would be 
an additional safeguard. 

For upper floors, of course, there is no reason why the 
boards should not be nailed directly to the concrete, if coke- 
breeze concrete be used. This is frequently done, and it 
has the advantage of eliminating all spaces where dirt and 
vermin could accumulate. 

When the floors are not composed of coke-breeze con- 



250 


CONCRETE. 


Crete, some other method must be adopted. An excellent 
system consists in the use of Wright’s patent fire-proof 
tixing-blocks (which are as cheap as wood fillets of similar 
section) as shewn in fig. 26. These have a sectional area of 
in. by 2-2- in. and are made in 12 in. lengths. They are 
laid end to end in continuous lines from IS to 24 in. apart, 
and narrow flooring-boards, about in. thick, are nailed 
directly to them, without any space being left under the 
boards. These are cheaper than blocks. A thin layer of 
bituminous composition should be spread on the concrete, if 
this is on the solid ground. Sometimes a packing of slag 
wool is laid between the concrete and the boards. 

Sometimes strips of coke-breeze concrete are laid upon the 
other concrete, and to these the boards are nailed, as shewn 



Fig. 27. — ^Boarded Concrete Floor Fig. 28. — ^Boarded Concrete 

with Wood Fillets secured to Floor with Dove-Tailed 

Fixing-Blocks. Wood Fillets. 

in Fig. 33, p. 276; or small dove-tailed wood-blocks are in- 
serted in the concrete, to which small wood fillets (2 in. by 
li in., or thereabouts) are nailed, and to these the hoards 
are secured, as in Fig. 27. Substitutes for the wood-blocks 
can be found in Wright’s concrete fixing-blocks, or in Jabez 
Thompson’s biickwood fixing-blocks. Sometimes the fillets 
themselves are cut to a dove-tailed section, and imbedded in 
the concrete, as in Fig. 28, but the insertion of wood into 
concrete in this manner is not to be recommended. 

Objection is frequently taken to the cavities left in the 
floors by the various systems of boarding on wood fillets. 
Certainly they harbour dirt and vermin, and are, therefore, 
sanitarily imperfect, but they have the advantage of deaden- 
ing the sound to some extent^ and in solid concrete floors 
the transmission of sound is a great disadvantage. When 
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necessary, the cavities can be filled ^ith ccorse concrete, 
slag-wool, coke-breeze, »i:c. 

5. Eampt'ulicon, dx . — Still another method of finishing 
conerete-fiours is sometimes adnnttd, and that Vj glue 
kamptiilicou, “ cork-carpet,*'’ or similar mattnai to the level 
floated coat on the concrete. The cork-carpet ” is 
especially to be recommended, as it deadens the sound of 
footsteps to a considerable degree. 

Relative Resistance to Wear of various floor- 
surfaces. — The resistance to wear of several kinds of stone 
was considered in Chapter XI. The best materials were 
found to be quartzite, quartz, porphyry, basalt, and trap- 
rocks; good granite and syenite were about 20 percent, 
inferior. The best syenite or granite, of the four kinds 
from Great Britain which were tested, was found to be the 
pink Leicestershire syenite, and the worst was the Hack 
Guernsey syenite, Aberdeen granite being about midway 
between the two. 

According to the Thonind, Zeiiung^* some recent tests of 
various floor-materials yielded the “co-efficients of wear” 
given in the next table. A column showing the relative 
value of the different materials is now added. 


Table XXV.— Relative Resistance to Wear op Vabiuus 
Floor- Materials. 


No. 

MateriaL 


CcKtfficitia 
of Wear. 

Relative 

Value. 

1 

Porphyry 


6-7 

Iw 

2 

Basmt 


7-1 i 

94-3 : 

3 

Granite 


S-3 

8u-7 

4 

White Marble 


24-1 

27-5 

i ^ 

White Sandstonef 


72-7 

9-2 

1 ^ 

Parquetry slabs from G. Behne 


15-3 

43S 

7 

Plaster composition by ” Rabitz ” 

patent 

49-2 

136 

i S 

Portland ctment and normal sand, 1 to 1 : 

i:i-3 

43-S 

1 9 


1 2 

17-1 

39-2 

;10 i 


1 3 

32*4 ; 

20-7 

ill 


1 „4 

33-1 1 

12-6 

I12 

! 1 

»! >» 

1 „ 5 

124-2 ! 

5-3 


* See Tks Builder for April 16, 1892. 

f This was ondoubtedly a vezy weak sandstone ; many sandstones 
give better results than oidinary* granites. ISee p. 12S. 
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This ruble goes to show that good Portland-cement 
morrar (1 to 2) forms a better floor-surface than some Jcmds 
of marble and sandstone, and is about equal to the best 
Mil- merry. We do not know the age of the cement-mortars, 
:mt certainly it wmild not be less than 28 days, and it 
cn_l:: in faimess to have been considerably more, as the 
adhesive strength of cement increases largely with age. 
Another imn errant point, which is emphasised by these re- 
sulrs, is that mortars containing 2 parts of sand to 1 of cement 
are only slightly inierior to those containing sand and cement 
in equal juanrities, but beyond the proportion of 2 to 1, 
sand detracts from the resistance more and more rapidly. 
Tiius, if we take the value of 1 to 1 mortar as 100, 1 to 2 
will be 89'd, but 1 to 3 will have only about one half the 
value of the latter, namely -17 *2, while 1 to 4 will have less 
than one-third (2S*8), and 1 to 5 less than one-seventh 

These results are in accord with practice, for it has been 
empirically ascertained that for floor-surfaces consisting of 
Portland cement and sand, 1 to 2 mortars are the weakest 
that can be satisfactorily adopted. When cubes, however, 
are used instead of sand, the joints in a given bulk of 
aggregate are considerably smaller in area, and consequently 
a smaller quantity of cement may be added. The bulk of 
The cement is sometimes therefore only one-third or even one- 
fourth that of the cubes. Safer proportions, however, are 
1 tu lb for good coarse sand, and 1 to 2 for good cubes. 



CHAPTER XX. 

FLAT COyCEETE FLOORS WITHOUT IRON. 

“Be bold ; be not too bold "—Cheapness— Fonnnlas VIII. tu XI F.— 
Example— Beam-constants give too low resalts with fixed slabs 
—Safe-load constants dednced from actual floors— Strength yet 
incalcalable— Actual examples of floors, kc. (Table XXVI.)— 
Col. Seddon’s tests of supported slabs (Table XXVIL)— Deduc- 
tions— Fixing the edges— Composition— Scaffolding— Bemoving 
the scaffolding— Ceilings— Girders. 

“Be bold; be xot too bold.”— Much has beenwiitten 
and said at different times about the advantages and dis- 
advantages of flat concrete floors without iron, but there can 
be no doubt that architects have been somewhat chary of 
adopting them. Here and there an architect, bolder than 
the rest, has constructed such floors, even of large spans. 
One by Mr. Frank Caws measures no less than 26 ft 6 in. 
by 19 ft 6 in. with a thickness of only 7 in. (except for a 
width of 9 in. around the edges, where the concrete is 
thickened out into a cove). But examples like this are few 
and far between, and the more we study the subject, the 
more shall we wonder at the boldness displayed in such 
construction. 

Concrete, as we have already explained in the beginning 
of the sixteenth and seventeenth chapters, is not a suitable 
material for resisting transverse stress, on account of its 
exceedingly small tensile strength, and the reasons there 
advanced r^ainst the use of concrete beams, apply with 
equal cogency to the subject now under consideration. 

C miAP VBss. — ^The cheapness of concrete floors without 
iron is the argument usually adduced in their favour, and 
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when the cost of such floors is compared with that of the 
ordinary concrete floors, in which steel or iron joists of uni- 
form section and strong enough in themselves to carry the 
whole load, are imbedded, there is undoubtedly a consider- 
able balance in favour of the former. But this is not a 
fair comparison, for a concrete floor containing joists as just 
described, is an unscientific piece of work, more unscientific 
even than a floor of concrete only. A concrete beam or 
slab lacks tensile strength while it has as a rule quite 
enough compressive strength. What is needed then, is an 
addition only to its tenacity, in order to render its tensile 
and compressive resistances equal to one another. The 
addition of iron and steel in the upper half of a concrete 
floor is, in ordinary cases, sheer waste of material. On the 
other hand, iron and steel in the lower half of the floor in- 
crease its strength largely with the least amount of these 
materials, and the cost of such a floor will compare favour- 
ably with a solid concrete floor of similar strength. 

As, however, such slab floors are sometimes used and can 
safely be used for small spans, such as corridors, it is 
necessary to consider their strength. 

Fobstdlas. — ^The strength of a square plate, fixed at 
the edges and uniformly loaded, may be calculated from 
the following formula based on one of Grashofs, where 
= breaking-weight in cwt. per square foot^ L = length of 
each side mfeet, and t = thickness in mches : — 

«=4C^ (VIII.). 

This formula is extremely simple, and may be put into a 
still simpler form, which can be more easily remembered. 
Let W = the total distributed load; that is to say, 
w X LI We then get : — 

» X L== 4C^Xl^, 

which gives os the simple foimnla 
W = 4Cft 
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In other words, all square plates or slabs of whatever size 
but of the same thickness, fixed at the edges and uniformly 
loaded, will carry the same total load. 

The weight of the slab itself is, of course, part of the 
load, and consequently, as the size of the slab is increased, 
the less does the difference between its weight and the 
breaking weight become, until ultimately we reach that 
size of slab the weight of which is more than the actual 
breaking load. In such a case, the slab will collapse, by 
its own weight, as soon as the centres are removed. 

The formula for supporUd square plates, uniformly 
loaded, may be taken to differ from formula VIII. in the 
same ratio as formula XIl. differs from XL, and tvill there- 
fore be as follows : — 





or W= 


I® 

O 


... (IX.). 


The strength of reetangidar plates, fixed at the edges 
and uniformly loaded, may he calculated from the following 
formula, where B = breadth of slab in feet : — 


w = 2C 


L* 



... (X.). 


Circular plates, of radius R. (in feet), fired at the edges 
and uniformly loaded, may be calculated thus : 


= . C ^ 
2 E* 


... (XL). 


Circular plates, supported at the edges and uniformly 
loaded, require t^e formula 

«’ = tcL (XIL). 

D R- 

That is to say, the ratio between uniformly-loaded circular 
plates fired, and similar plates supported, appears to be as 
100 is to 80 ; the ratio between uniformly-loaded beams, 
jix^ and supported, has been already stated to be as 100 is 
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to 66. li these be correct, the ratio for rectangular plates 
may be expected to hover between them, being practically 
the same for square plates as for circular ones, and approxi- 
mating more and more to the ratio for beams as the slabs 
become more and more elongated. 

In the four formulas just given, the length and breadth 
of the slab are stated in feet, and the thickness in inches, 
for convenience of calculation. The weight is stated per 
square /bof, and this adjusts the equation, so that the value 
of C should be the same both for beams and slabs. 
For purposes of comparison with the formulas given in 
Chap. XVI. for beams, it would have been better to have 
had the terms the same. Such comparison can, however, 
be instituted even now without great difficulty. It will 
be found that uniformly-loaded sqvare slabs, fixed on aU 
four edges, are theoretically twice as strong as similar slabs 
fixed on only tzro opposite edges, ^d three times as strong 
as similar slabs only supported on two opposite edges. 

ExAiDPLE. — Find the uniformly -distributed breaking 
weight at the age of twenty-one days, of a concrete floor 
having a clear span of 14 ft 6 in. by 13 ft. 6 in., and a 
thickness of 6 in., supported around the edge; the 
concrete to be composed of 1 part Portland cement and 4 
parts broken brick. 

The co-efficient of rupture of such concrete is shown by 
Xo. 6 in Table XXII. (p. 190) to be 3 '11 at the age of 
forty-three days. The strength at twenty-one days will be 
about four-fifths of that at forty-three days, i.e,, about 2*5. 

The slab is so nearly square that it may be calculated as 
a slab 14 ft. square, and we may proceed by the help of 
formula IX. : — 


w = 


IJ 

5 


X 


2*5 X 


14f 


from which we calculate that to = 1*46 cwt. Therefore 
W (the total breaking weight) = 1*46 x 14'5 x 13'5 = 
285*8 cwt 

If the weight of the slab itself, which wiU be about 
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i05 cwt. (calculated at 120 lbs. per cub. ft.;, be deducted 
from this, we find that the added load required to break 
the floor will be about ISO ewt. or 9 tons. 

A floor or the dimensions, age, and composition siveii in 
this example, supported at the edges, was aetiialfy made 
and broken by Col. Seddoa. It gave way under a dis- 
tributed load of 10 J tons. This is rather more than the 
breaking weight obtained by calculation. But we must 
remember that great care was taken by Col. Seddon in the 
construction of the floor ; the concrete was well rammed, 
and was covered with water for seven days after being 
deposited, in order that the cement might not fail to 
harden through loss of moisture by absorption, evaporation, 
»fcc. TTe are not told that these precautions were taken by 
CoL Crozier with the beam from which our constant was 
calculated. 

Beam-Constaxts givb Too Low besttlts with Fixed 
Slabs. — ^The values of C found for different kinds of 
concrete beams (such as those given in Table XXII., 
pp. 190 —1), are usually employed in the five formulas, VIII. 
to XIL Professor Unwin, in his ElemenU of Alachint 
Design, declares that “ some experiments by 'SLr, K Wilson 
(Engineering, voL xiiv., p. 239) appear to shew that the 
ultimate resistance of flat plates is considerably greater 
than that obtained by putting C = the breaking stress in 
the above formuke. These formulae are strictly applicable 
within the elastic limit only, and Mr. Wilson’s plates may 
have been dangerously strained long before giving way. 
They did take a large set” 

The safety of large concrete floors, which are actually in 
use, also points to the conclusion that the formulas for 
slabs, fixed all round, declare the strength of such slabs to 
be too little. There k little doubt that a concrete slab 
fixed all round really becomes, when loaded, a kind of fiat 
dome, exerting a horizontal thrust against its supports 
or abutments, just in the same way that a concrete 
beam becomes an arch.^ 


See Mr. C. Colson’s tests, pp. 195—7. 
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Safe-load Go^’STA^"TS deduced peom Actual Floors. — 
As an instance in point, we may adduce the floor men- 
tioned by Mr. G. Drake at a meeting of the Royal Institute 
of British Architects in 1876.* This floor was “neaidy” 
20 ft. by 15 ft, only 6 in. thick, was (presumably) fixed 
all roun^ and carried a distributed load of 2 cwt per sup. 
ft. without deflection. Assuming the floor to be 20 x 15, 
it gives, according to formula X., a safe-load constant of 
iui if the weight of the concrete itself be taken as part of 
the load, and of no less than 5*92 if the load of 2 cwt. per 
sup. ft be, as is probably the case, in addition to the 
weight of the concrete. 

Mr. Drake did not state the composition of the concrete, 
but, allowing a moderate factor of safety, the constant 
would really be greater than either of the constants for 
neat cement given in Table XL, p. 72. Gomparison with 
the hreaUngdoad constants in Table XXII. shews that 
these, with one exception, are inferior to the safe-load 
constant deduced from Mr. Drake’s floor. It is, of course, 
possible that Mr. Drake was speaking quite generally as to 
the load on the floor, and that it might not reach 2 cwt. 
per sq. ft, but this cannot account for the whole of the 
discrepancy, for the mere dead weight of the floor itself 
(calculated at only 112 lbs. per cub. ft) would, according 
to the formula, give a safe-load constant of IT 8. 

Some concrete floors in a warehouse designed by 
Mr. Frank Caws, measure 21 ft by 12 ft. 6 in., by about 
13 in. thick, and six years after they were built, Mr. Caws 
found “ considerable areas loaded with four and five cwt 
per sq. ft.” A load of 5 cwt (including the weight of the 
concrete), gives a safe-load constant of 2-05, if calculated 
according to formula X. 

Another floor, constructed under the direction of 
Mr. Caws, measures 26 ft 6 in. by 19 ft 6 in., and only 
7 in. thick For a width of 9 in. around the edges, the 
concrete is formed in the shape of a cove or continuous 
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corbel; if we make full allowance for tin's, the net size of 
the slab ^-ill be 25 ft. bv 18 ft. The actual wui jht of the 
floor itself, assuming the concrete to weigh 1 20 lbs. per 
cub. ft, is f cwt. per sq. ft., which gives a 
constant of no less than 1-63 for the dead wei/nt alone If 
we sav that, in addition to this, the floor was loaded with 
only 70 lbs. per sq. ft., we get a safe-load constant of 3*20, 
w’hich is rather more tlian the hrtaldng-hjad constant 
deduced from a supported beam of similar composition, 
namely 1 part Portland cement, and 4 parts broken brick. 

The dead weight alone of an ancient concrete floor in the 
Atrium Testae at Rome giv^ a safe-load constant of -7, 
which is undoubtedly large considering the kind of cemen- 
titious materials to which the Romans were contined. The 
floor measures 20 ft. by 20 ft. by 14 in., and the concrete 
has been assumed to weigh 132 lbs. per cub. ft. 

Suf&cient has been said to shew that, while the 
formulas just given for fixed slab floors may not be wrong 
in mtio (f.e., for fixed slabs of different sizes), they at any 
rate give too low a strength if the constants obtained 
from supported beams be used with them. Higher 
constants may with safety be adopted. 

The reason for this is not far to seek. The formulas 
were originally devised for calculating the strength of 
wrought-iron plates, which are practically as strong to 
resist tension as compression. It is probable that they 
would give approximately accurate results with all 
materials thus balanced ; for example, the constants, 
deduced from the breaking of concrete beams containing 
sufficient iron in the lower half to render the tensile and 
compressive resistances of the beams practically equal, 
could probably be used in the formulas for fixed slabs with 
a near approximation to correctness. But it is evident that 
the formulas cannot be used with beam-constants for fixed 
slabs composed of a material like concrete, which has a 
compressive resistance about ten times its tenacity. 

Strength yet Incalculable. — Unfortunately no experi- 
ments have been made with concrete slabs, on all 
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sides, and therefore there are no data available from which 
a table of constants for fixed slabs can be deduced. Under 
these circumstances, it is necessary to consider actual 
fioors, and from them to deduce approximate safe-load 
constants in the way already indicated, or to use existing 
floors as a basis from which the safe dimensions of 
suggested structures can he empirically ascertained. The 
latter is the rough-and-ready method, the former is the 
safer, but by neither method nor by any formula yet 
published can the strength of a concrete floor be accurately 
predicated. There are too many unknown or doubtful 
quantities, such as the indurating quality of the cement, 
the nature of the aggregate, the completeness of mixture, 
and, last but not least, the nature of the strains set up in 
the slab. 

Actual Exaxeples op Floors, &c. — A few actual 
examples, collected from accredited sources, will therefore 
prove useful. The following table contains examples, not 
only of flat slab-floors, but also of floors and roofs with 
arched soffits, and of balconies, the whole being given 
together for convenience of comparison and reference. The 
balcony No. 16, at the age of eighteen months, was loaded 
with 177 lbs. per sq. ft., and bore it safely; this test gives 
a safe4oad constant of 1 *5, calculated according to formula 
ViL, as a beam 1 1 in. thick, and this, considering the age, 
is what might have been expected from a comparison with 
No. 6, Table XXII. 

Practice appears to prove that theory gives wrong results 
when applied to fixed slabs, and therefore theory must not 
be relied upon. But experiments by Col. Seddon induce 
the belief that the formulas and beam-constants may be 
used in making calculations for floors which are merely 
supported at the edges. 

Col. Seddon’s Tests of Supported Slabs. — These ex- 
periments, which are the only ones worthy of the name 
which have been carried out on concrete slabs, were made 
by Col. Seddon in 1874, and are given in Appendix I. of 
his “Builder’s Work and the Building Trades” (1886 
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edition). Other experiments have been made, but some of 
them have been of no benefit to the public, as the 
published results are lacking in some important particular, 
either the thickness or composition of the concrete is 
omitted, or the position of the load is not defined, or it is 
not stated vrhether the slabs were fixed or only supported. 

The following table gives the results obtained by Col. 
Seddon on slabs, suppo't'ted all round, and uniformly loaded 
“with layers of bricks. In calculating the value of C, it is 
assumed (see Formula X., et p. 255) that the strength 
of slab Xo. 4, which is nearly square, is 20 per cent, less 
than if the edges had been fixed, and that of the remaining 
slabs 25 per cent. less. 


Table XXVn Col. Seddon’s Tests op Conceete Slabs, 

SUPPOETED AT EdGES. 


J Coicpositioii. Ij ^ ^ 

* A 

1 M 

•! ^ 

its 

Id 

bO 

11^ 

g 


4:2-2 . 

MM 

- i 

. r . > •. S 

=11;; --i” 

^12. 

H 

6, ■-< 

eS o 
1§ 
SI 

i‘ I !o 

•i ft. 

4 li 14-3 

ft 

6*75 

in.!. 

6 |! 7 

CVrt 

3 

cwt. 

'54 

cwt 

3*54 

2-S5 


4 i! „ 

5J 

« 1' 14 

2*76 


3*30 

2-66 

3 1 '0 

4 1! „ 


« 21 

8*S8* 


9-42 

7-58* 

4 10 

' 4 j „ 

13-5 




1-61 

2-90 

5 1 ; -75 

s i „ 

6*75 

„ 14 i 

2-51 

39 

8-05 

2-45 

G 1 ; -75 
• 

3 


» 21 j 

2*84 

99 

3*38 

2*72 


The brick was broken to pass a one-inch mesh. The 
concrete was well rammed and covered with water for 
seven days. In the last two examples, only three volumes 
of brick were used, but three-fourths of a volume of sand 
were added. The concrete was therefore slightly richer 
than in the first four cases, but the result was not satis- 

* This cracked imder a load of cwt. per sq. ft., but did not break 
under the load of 8*88 cwt. per sq. ft, which was the greatest load 
available for putting upon the slab. Evidently the slab was near its 
breaking-point ; its strength is strangely abnormal. Perhaps the 
bricks, which must have been piled to the height of 7 ft. or 8 ft, were 
aid to break joint, and formed a fiat arch or dome, which, to some 
extent, relieved the pressure upon the central portion of the slab. 
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factory, and Col. Seddon concludes thai the addition of 
sand is injurious to the strength of concrere, 

If ’W'e take into consideration the relative ages, we find 
that the constants deduced from the foregoing experiments 
are, with the exception of No. 3, remarkably near the one 
calculated from a beam of the same composition (No. 6, 
Table XXIL, p. 190). 

ilr. Frank Caws has advocated the use of fiat concrete 
floors with a little cove all around at their beuriucr on tLe 
walls, as shewn in Fig. 29 ; this gives a slightly domical 
form to the floor, and increases the strength, although to 
what extent is not known. 

Deductions. — ^The practical lessons to be learned from 
these investigations are that concrete may be used in the 
form of slabs for Achdis of moderate span, but that such 
floors are liable to give way suddenly when overloaded, or 
when overheated and suddenly cooled ; further, that the 
strength of such floors cannot be foretold with any degree 
of accuracy on account of the great diversity of the 
material, and the lack of sufficient data for calculations. 
They are, however, economical, and there is no reason why 
they should not be used in houses and other buildings 
where they will not be subjected to intense heat or heavy 
impingent loads, up to spans of 10, 12, or even (with ciire) 
14 feet. Large floors can be divided into bays of 7 or 8 ft. 
by means of steel or iron girders, on which the concrete 
slabs may rest. Lastly, great care must be taken that all 
the edges of the floors are securely fixed, in order that the 
strength of the slabs may reach the highest possible limit, 
although this highest limit cannot be accurately ascer- 
tained. 

Fixing the Edges. — Wherever practicable, solid concrete 
floors should be laid when the walls are at the height to 
receive them, and the walls should then be built upon the 
concrete. 

In many cases, however, it will need considerable insis- 
tence on the part of an architect before he can induce a 
contractor to adopt this course, and frequently it will 
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happen that some other method must be tried. The best 
method perhaps is to form a continuous corbel and chase 
in the brickwork as shewn in Fig. 29. The brick corbel- 
courses could be moulded if required, or could be covered 
with a plaster cornice, or in some other way. This method 
has the advantage of lessening, in a slight degree, the span 
of the floor. 

Where a corbel-course is not desirable, a chase can be 
formed in the wall, if its thickness will permit. A depth 
of in. from the face will be found sufficient, and the 
chase can be filled during the erection of the wall by bricks 



Fig. 29.— Corbel-Course and Chase for Edge of Concrete Floor. 

laid in dry sand, having headers however laid in mortar 
every 5 or 6 ft. The bricks in the chase can be knocked 
out little by little, as the concrete floor is being deposited- 
This method has been adopted by Mr. Caws, but he does 
not like it, although he has not ‘known any mischief to 
arise from it; great care is required. 

Still another way would be to insert in the wall a 
c hann el iron of suitable size. As this would be entirely 
surrounded with fire-resisting materials, there would not be 
much danger of damage being done to it by an ordinary 
conflagration. Especial care should be taken to ram the 
concrete into the chases, so as to fill them completely. 
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Cojiposmoy. — Sufncient has perhaps been said in pre- 
vious chapters to enable the reader to decide on the compo- 
sition of concrete for fioors. Lightness and strength are 
the points to be chieSy considered. Fire-rtsistaiice is also 
important. Lightness depends mainly on the aggregate, 
and therefore coke-breeze is frequently used. Coke-breeze, 
furnace-clinker, and broken brick or pottery, are the 
aggregates most frequently adopted for fioors. They 
should, as a rule, be broken to pass an inch mesh. Gravel 
and broken stone are unsuitable. The less sand that is 
used the better. Portland cement is the strongest matrix, 
but plaster of Paris and allied cements, which are lighter 
and at the same time weaker, may be used. 

The proportion of cement to aggregate should not be less 
than one volume to four or five. It is better to use a rich 
concrete and a thiimer floor, than a poorer concrete and 
thicker floor. A rich concrete is likely to be of more 
uniform strength than a poor one^ as there is great diffi- 
culty in mixing the latter so thoroughly as to have every 
particle of aggregate coated with cement, the result being 
that dry joints occur here and there. 

Scaffolding. — Concrete floors are usually deposited on 
wooden scaflblding. Where large girders cross the floor at 
intervals, longitudinal bearers with wedges under are laid 
along the lower flanges, and joists are laid between them at 
the proper level and covered with close-jointed boiirds. 
Sometimes the bearers are supported in putlog holes in the 
walls, or are carried by uprights resting on the floor below. 
In any case, great care must be taken that the scaflblding 
is stiff enough to carry the wet concrete without the 
slightest appreciable deflection. The scaffolding should be 
higher at the centre of the span rather than lower, hi order 
that the arched or domical strengtli of the floor may not l»e 
lost by the sagging of the woodwork. It is a great advan- 
tage for the scaffolding to he suppc»rted on wedges, like the 
centring of an arch, so that the strain can be thrown 
gradually upon the floor, when the scaffolding is “ struck.” 

Eemoving the Scaffolding. — The question of the age 
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at which scaffolding may be struck is often raised. One 
writer gravely remarks that, as a concrete slab 12 in. wide, 
6 in. thick, and 13 ft. span will carry 8*3 cwt. at the end 
of a week, and as the "weight of the slab will be only 7*8 
cwt. between the supports, “ it follows that the supporting 
staging may be struck with safety at the end of a week.’* 
Probably be would never repeat the statement if he stood 
under such a slab on the eighth day, while the centres were 
being removed. A mere difference of half-arcwt. between 
strength and dead-load is not enough for a slab containing 
13 sq. ft ; it allows a margin of only 8 J lbs. per sq. ft 
Verily, “ even that which they build, if a fox go up, he 
shall even break down.” 

The irreducible minimum for slab floors of Portland 
cement concrete ought to be flxed at 21 days, but this is 
really too little, and the longest time which can possibly 
be allowed, ought always to be given. Some architects 
specify that the centres shall not be struck in less than a 
month, others insist on five weeks, but in all cases even 
longer time may elapse with advantage. This is an 
important point, as several floors have been strained and 
have collapsed on account of the scaffolding being removed 
too soon. 

With plaster of Paris and allied cements, the centres are 
often removed in three or four days, but a week ought 
really to be allowed, and longer whenever practicable. 

CsiLErGS. — The ceilings of concrete floors are sometimes 
formed by a thin skimming coat of ordinary “ fine stuff” or 
“gauged stuff” only, but this is liable to fall off if the 
floor is subjected to moving loads, as the concrete affords 
little key for it. It is best to employ a skimming coat of 
the same material as the matrix in the concrete, whether it 
be Portland cement, or plaster of Paris, or any other 
cement. Sometimes dovetail blocks or fillets are inserted 
as described for floors, and wood or wire or “expanded 
metal ” lathing is secured to them, on which the plastering 
can be executed ; this makes good work, not liable to crack 
or fall, but the blocks are a source of weakness. Fibrous 




Flooi^ of ccnsiderable iengrh are soiaerimes coast n:c:cd 
'R'ith iron or steel girders about 10 ft. apart, over %vL:eh a 
concrete slab is formed semowbat after the manner ilbts- 
trated in Fig. 33. The girders should be protected fr_ m 
nre as shewn in that dgure or in ng. 44. When, however, 
girders occur, it will usually be best to take a hte.:; a. of 
the extra depth of the door and to throw the concrete into 
an arched form, which gives greater strength for the s;n.m 
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CHAPTER XXI. 


FLAT COMPOUXL FLOOE5 OF COXCEETE AXD IRON. Lc. 

Varietv of noors — DeTelopment — Systems: 1. ■■Fox and Barrett” 
and modincation of same. 2. Phillips's or Measures's. 3. Daw- 
nav's. i. Allen's, 5. Hyatt's •• Gridiron-Tie ” floor and Simmons’s 
adaptations of the same (inequality of strength, transyersely and 
longitudinally), 6. Floors with J^-iron ties. 7. Ward's steel- 
webbed floor. S. *• Monier.” 9. Lindsay's trussed rod floor (advan- 
tages of network of iron). 10. Homan and Rodgers’s, 11. More- 
land's, 1 2. Brownlie and Murray's girder and floor, 13. Lindsay's 
steel trough floor, 14. Moreland’s ditto, 15. Lindsay’s concrete- 
slab floor, 16. Fawcett's fire-proof flooring (Table XXYIII.), 17 
& IS, Homan and Rodgers’s ••Flat-brick” and tnbular-lintel 
floors, 19. Willis and Astley’s, 20. Corrugated iron centring— 
Girders — Columns, 

Vapjett op Floors. — The mimber of the different kinds 
of hre-resisting floors in -^hich concrete is employed, is 
legion, and it will certainly not he advisable for us in a 
work of this kind to enter closely into the details of the 
wood, iron, steel, terra-cotta, fire-clay, and other materials, 
which are in various ways combined with concrete to form 
fire-resisting floors. Something, however, must he said to 
show the principal systems, w’hich have been, or still are, 
in use. 

DEVi:LG?ME^■T. — From the days -when pugging between 
wood joists was the only fire-resisting floor in general use, 
vast strides have been made. The first step was taken at 
the beginning of the century, and consisted in the adoption 
of brick arches between cast-iron girders. These were 
superseded by rolled girders and brick arches. Sir William 
Fairbaim followed with rolled iron girders about 10 ft. 
apart, between which plate iron, ^ in. thick, was riveted 
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in an arched form ; upon this arch, which was apparently 
intended to carry all the load on the door, concrete was 
laid and finished wdth da^rs. cement, kQ. The eo^T of the 
iron caused the Soor to be veiy expensive. 

The next step in this direction was the substitution, by 
Moreland, of comigatcd iron for rjlain plates. The iron 
w’as, however, still regarded as fire-proof, and therefore as 
needing no protection. The underside of the corrugated 
iron arch and the bottom danges of the girders were 
exposed, and it was not until attempts were made to 
protect the iron, that the modem systems of fire-resistiug 
floors could be said to have begun. 

1. Fox and Barrett ” Floor , — But contemporaneously 
with these developments of the arched floor, was the progress 
of the flat- system. The first flat fire-resisting floor of 
concrete and iron appears to be that originally introduced 
about 1830 but afterwards improved, and known as the 
“ Fox and Barrett ” floor. It consisted of rolled iron joists, 
about 20 in. apart, with main girders in addition for large 
spans. Between the joists, wood fillets about IJ in. 
square, and li in. apart were laid, and upon these the 
concrete was deposited. The ceiling was plastered in the 
usual way, the plaster extending under the iron joists. 
This marked an important step — ^the protection of the iron, 
— ^although it must he confessed that the protection was 
very limited. 

Fibst use op Fire-clay Lcttels. — modification of this 
system was adopted at the Liverpool Exchange about 40 
years ago. Instead of the wood fillets, hollow triangular 
tiles, or, as they would be called to^ay, “ fire-clay lintels,” 
were used. This seems to be the germ from which several 
of the most successful modem systems have sprung. The 
difference between the germ and the offspring is that in the 
former the lintels rested on the bottom flanges of the iron, 
leaving the underside of the iron unprotected, while in the 
latter the ends of the lintels are grooved and the flanges of 
the joists fit into the grooves and are consequently protected 
uud^neath by the projecting lips of the lintels. 
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2. Phillipses or Measureses Floor . — In 1862, a 
further modification of the “Fox and Barrett” system, 
known as “ Phillips’s Patent Fireproof Floor,” was intro- 
duced by !Measures Bros., and met with great success. The 
rolled iron joists were spaced further apart (about 3 or 4 ft.), 
and ±-iron supports about apart were laid between them, 
in place of the wood fillets in the preceding system. More 
recently light rolled iron joists have been used instead of 
the X-irons, but without much reason, we think. Measures’s 
system still left the lower flanges of the joists unprotected, 
but in more recent years this defect has been modified by 
keeping the temporary wood staging under the floor about 
an inch below the joists, so that the concrete will pass 
under them. 

3. Dawmifs Floor . — ^Apparently this device of protect- 
ing the iron joists by the concrete was originated by 
Archibald Bawnay, whose floors have been extensively used 
during the last 35 years or more. Like the foregoing flat 
floors, roUed iron joists about 5 in, deep are used, but at 
distances up to a^ut 7 ft. For small bays | in. square 
iron bars 12 in. apart are laid from joist to joist, and for larger 
bays iron joists 3 in. deep and 18 in. apart are used. The 
iron is protected underneath by at least IJ in. of con- 
crete. ^e latter consists of Portland cement and brick 
(preferably fire-brick). It is said that a floor weighing 40 lbs. 
per sq- ft. will cany a safe load of 2 cwt. per sq. ft. over a 
span of 12 ft 

4. Allans Floor . — ^In 1862 Allen patented his combina- 
tion of iron and concrete for use in floors, lintels, (kc. This 
system, which by the way is very similar to a French 
system introduced about the same time, is extremely in- 
teresting, as it only just misses being theoretically more 
perfect than most others, which have been devised either 
before or snce that date. Wrought iron bars about 3 in. 
by 1 in. are placed on edge about 2 ft. apart, the ends 
being built into the walls j across the bars J in. iron rods are 
laid, likewise 2 ft. apart, and secured to the bars with wire. 
Concrete is then deposited around the bars, but, it is said, 
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to the depth of only 4 in. Snch a thickness is not enony^h 
to protect the iron properly, and, as in most other systems, 
the compressive strength of the concrete is not taken full 
advantage of, for the iron in the upper half of the floor is 
practically the same as that in the lower. The Siinie net- 
work of iron used with concrete 6 or 7 iiL thick (escluL^ive 
of any concrete protecting the iron uiidtn:eutii) would he 
theoretically, strength for strength, more economical, as the 
iron could give tenacity to the structure without adding 
needlessly to its compressive resistance. In the adaptation 
of his system to lintels, Allen has home this point in 
mind, and has kept the iron to the lower half only. 

Allen’s concrete consisted of Portland cement mixed with 
four or more volumes of crushed slag, clinker, or coke. 
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Fig. 30.— Hyatt’s “ Gridiron Tie ’* Floor. 


5. Eyatfs “ Gridiron-Tie ” Floor . — ^The development of 
concrete floors containing iron in the lower half only, is un- 
doubtedly largely due to the experiments of Mr, Thaddeus 
Hyatt, some of which we have already quoted. These were 
carried out in 1S77, and have proved of great value. 
Several combinations of iron and concrete have been designed 
by Mr. Hyatt, but the one illustrated in Fig. 30 is among 
the simplest and most economical. It consists of iron bars 
placed on edge a few inches apart, having round iron rods 
threaded through them at the same distances. The sixe 
and distance of the bars and rods vary according to the span. 
So far Mr. Hyatt’s system differs little from Allen’s. The 
chief differences, however, are in the relative positions of 
the iron and concrete. Mr. Hyatt insists on the iron being 
protected underneath by about 2 in. of concrete, and makes 
the upper part of the floor entirely of concrete, thus trust- 
ii^ it to hear its share of the burden. 
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The results of the tests of compound beams given in 
Table XXIIL, p. 210, proved conclusively that the use of 
iron ties in concrete beams was not a mere theoretical fancy, 
but was of practical value. And it has been proved that 
floors can be safely and economically constructed on the 
same principle. 

Mr. William Simmons in The Builder for Dec. 6, 1888, 
describes floors, which he has constructed, similar to Mr. 
Hyatt's “ Gridiron-Tie Construction " which we have just 
illustrated. For a floor 19 ft. by 15 ft. he used 4 in. by 
\ in. wrought iron bars placed on edge 2 ft. apart, with 

1 in. round rods passing through holes in the bars also 2 ft. 
apart j between each pair of bars a \ in. square rod was 
laid on the round rods. Coke-breeze concrete 7 in. thick 
was well rammed around and above the iron grid, and was 
finished with an inch surface coat of granite-grit and 
cement. 

Another floor, however, more fully exemplifies the iron-tie 
construction. This was a floor over a stable 20 ft. by 60 ft. 
The iron bars were \ in. thick and only 2J in. deep, but 
they were placed no more than 9 in. apart. Half-inch rods 
were used at the ends only of the bars, where they rested 
in the walls. The total depth of the concrete in this floor 
was no less than 12 in. 

Mr. Simmons says that the floors were put in as the walls 
arrived at the levels to receive them. This insures the 
proper fixing of the edges of the concrete. 

tffEQUJLLITT OF STRENGTH, TRANSVERSELY AND LONGI- 
TUDINALLY. — ^One disadvantage appertaining to most floors of 
this type is that the iron is much stronger in one direction 
than the other. Thus, in Mr. Simmons's first floor, the 
4 in. X i in. bars have a sectional area (deducting J in. for 
the holes) of | sq. in. in each 2 lin. ft. of floor-breadth, 
while the J in. rods have an area of only -J- sq. in. in each 

2 lin. ft of floor-length. This does not matter as long as 
the floor is supported or fixed on two opposite sides only, 
and the stronger bars run from support to support. But 
when the floors are attached on allfour sides, the result is that 
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the floor is weaker in one direction than thv ctiior. and the 
advantage, which ought to accnie from lixing all the edges 
instead of two only, is reduced almost to zcr-iC 

In order to equalise the strength in bc»t'n direct ions, five- 
eighth inch round ro<^ S in. apart might be used with the 
i in. X J in. bars 2 ft. apart. 

The end bars should lie entirely within the thickness of 
the wall, and the ends of the rods should be threaded 
through them and bent so as nor to be dravm out by the 
strain to which they may be subjected. 

Interlacing Hod::. — The expense of borinir or punch iniz 
holes through the bars, and the consequent weakenincr of 
the bare, may be avoided by passing alternate rods alter- 
nately over and under them instead of through them ; thus, 





Fig. 31.— Floor with ±-iron ties^ 

the first rod might pass over the second bar and under the 
third, and so on, while the second rod would pass under the 
second bar and over the third The rods are sometimes 
arranged in pairs. 

The latter method is adopted in some of W. H. Lindsay, 
Neal, & Co.’s floors, as shown in Figs. 34 and 45. 

6. Floors icitk 1^-iron Ties , — Instead of simple upright 
bare, light rolled joists could be used to give the required 
tenacity, and these would afford a better key to the con- 
crete ; but it would be still better to employ j--irons, as in 
these the great bulk of the metal is concentrated at the 
greatest distance below the neutral axis. Such an arrange- 
ment is shown in section by Fig. 31. 

The i-irons are 3 in. wide, 3 in. deep, find J in, thick, 
placed 24 in. from centre to centre, and cross^ by -jiu 
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round rods 6 in. apart. Pairs of interlacing rods might he 
used 12 in. apart. 

The same reasoning which was applied to beams of concrete 
and iron (Chapter XVII.), may be applied to the floor under 
consideration, although the calculations will be somewhat 
more intricate. 

Fig. 32 is an enlarged section of the X-iron, the limiting 
stress on which may be placed at 5 tons per sq. in., i.t, 
11,200 lbs. Assuming the neutral axis to pass through the 
middle of the floor-thickness, the metal web just reaches to 
it, and the stress on the metal will at that point be zero. 
As already explained, the stress varies gradually between 
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5 , 333‘3 


Fig. 32.— Enlarged section of J.-iron, shown in Fig. 31. 


these extremes, so that at the upper side of the flange it 
win be 9333’'3 lbs., and at the upper side of the hole for the 
tie-rods it will be 6533*3 lbs. 

If we assume the safe working resistance of the concrete 
to be 400 lbs. in compression and 40 lbs. in tension we 
can proceed with our calculations. 

The CoMPBESsrvB Resistance of the upper half of the 
beam will be 


(24 in. X 4 in.) x 


400 lbs. 
2 


X 


(f of 4m.) = 


Inch-lbs. 

51,200 


The Tensile Resistance of the lower half of the beam 
will be the sum of the resistances of the concrete and the 
ircHL 


WARD'S STEEL-WEBBED FLOOR. 


1. Concrete, 

(24 in. X 4 in.) x X i; of 4 in.i = 


lEICf.-lL'. 

5,li'0 


20 


2. Wrought Iron, 
a. Flange, 

(Sto.xjm.)x x5-Sto.= 4D,l 

h. Weh, 

(If in. X i in.) X X (§ of If in.) = 3,334 

Total . . 51,574 


In other words, the resistances of the upper and lower 
halves of the floor are theoretically equal, and the addition 
of iron to the upper half is unnecessary. Too much 
reliance must not be placed upon theoretical deductions 
alone, but since practice has shown that floors can be con- 
structed with metal in the tension half only, we may con- 
clude that theory has not led us very far astray. In the 
present calculations a factor of safety of five has been used, 
and this is the least that ought to be adopted. 

CoL Seddon has constructed concrete floors with the tie- 
metal in the form of large man-of-war’s cables, crossing and 
re-crossing each other, and thoroughly embedded in the 
concrete. 

7. Warls Steel-Wehhed Floor . — very interesting recent 
development of concrete floors containing metal-ties is the 
“Patent Steel-Webbed Fireproof Solid Concrete Floor,” 
made by Messrs. B. Ward & Co. This is shown in Fig. 33, 
and consists of one or more layers of steel-webbing or net- 
work embedded in concrete. There is no possibility of the 
webbing being pulled through the concrete, as some- 
times happens in the case of rods. It is said that floors of 
this kind, only 5 in. thick, can be made to cany 3 cwt 
per sq. ft. over a span of 7 ft. 
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8. — ^The “Monier” system, which has achieyed 

great success on the Continent consists of iron wires 
embedded in strong concrete, and marvellous examples of 
its use are recorded. Flat floors, 13 ft. square and only 



2 in. thick, have been constructed without any iron beams ; 
many of the floors constructed by Stuart’s Granolithic Stone 
Co. are of similar character. 

9. Lmdsay^s Trussed Bod Floor. — ^W. H. Lindsay, Neal, 



& Co., construct floors of steel or iron joists interlaced with 
trussed rods and embedded in “pumice-concrete,” as shown 
in Fig. 34. They can be made, it is said, to carry from 
1 to 20 cwt. per square foot. The joists, of course, vary 
in size according to the span, and are usually laid 24 in. 
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apart. TIio interlaein^ rods are placed :n rair? about in. 
apart. For a span of 10 ft.. 4 in. by 2 in. juists, 24 in. 
apart would enable the Soor to bear s.ifc-Iy a load of 14 cwt. 
per square foot. The so-called pumiL'O-c aierctt* con:;:>r.s of 
Portland cement, sand, and coke-breeze, and »aid t‘» weigh 
only about SO lbs. per cubic f*x>t. Nails can be dn%'ti: into 
it and will be held by it, so that wood fillets are not nct ded, 
although they are shown in some of the illustrations 
published by the company. 

Advaxtages of Network of Iron. — One great advantage 
of all floors containing a network of iron joists or bars and 
rods, is that the concrete is entangled among them, and 
cannot therefore fail totally under a heavy load, or under 
the influence of fire. This is an important consideration, 
as concrete alone is liable to collapse suddenly and 
disastrously. 

10. Homan is Eodgeris, — A flat floor of concrete and 
iron was patented by Homan A Rodgers in 1SG5, and 
another in 1871. The subject-matter of the later patent 
seems to have been the joists, which were ealM the 
“ Patent Economic (rolled) Joist ; ” they were apparently 
of the ordinary I-section. The concrete w'as deposited from 
about an inch "below the joists to a depth of 2 or 3 in. above 
them. 

11. HoreianiTs. — ^3kIoreland's floor, brought out in 1866, 
had for its special distinction light lattice or bowstring 
girders, 3 ft 9 in. apart, instead of solid webbed joists. 
The concrete was therefore continuous throughout, and not 
divided into distinct masses by the ironwork 

12. Brovmlie i: Mvrrag\ — recent invention, which 
attains the same end, is the “Arch and Invert” girder, 
patented in 1SS5 and manufactured by Brownlie dr Murray. 
These girders are shown in F^s. 35, 36, and 37. Fig. 35 
is an elevation of the girder, and Figs. 36 and 37 are longi- 
tudinal and transvei-se sections respectively of concrete fiotjrs 
containing I or ±-iron joists passing through and earned 
bv the girders, the whole of the iron being embedded in 
concrete. The distinctive feature of the girders is in the 
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web, which consists of U-shaped angle-irons riveted to the 
webs of the X-irons which form the top and bottom flanges. 
By this means a series of oval openings is formed in the 
web of the girder, through which joists and concrete can 
pass. The girders are made of various depths, from 7 in. 
to IS in. and upwards if required. There is no doubt that 
they will prove of service for fireproof floors, as by their use 
the depth of the floors is reduced, and the concrete is 
rendered continuous. 

So far we have treated of flat floors, which have required 



Fig. So. — ^Elevation of “Arch and Invert ” G-irder, 



Fig. 36.— Longitudinal Section of Floor Fig. 37.— Transverse Sec- 

showing Joists passing through tions through Girder 

Girder. and Floor. 


temporary scaffolding to receive the concrete, and in pre- 
vious chapters we have shown that such scaffolding should 
remain in position for several weeks. This often entails 
considerable inconvenience, and it becomes questionable 
whether a floor, which can be constructed without scaffold- 
ing, should not be adopted. 

13. Lindm^s Steel-Trough Floor . — ^Reference may first 
be made to W. H. Lindsay, Neal, & Co.’s patent steel 
bridge-decking, which is also adapted for the floors of ware- 
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houses and other buildings where srreat stren^rth is re»|iiired. 
It will be seen from Fig. 3> that the deekinj consists of 
steel troughs riveted together and filled with concrete. 
Some protection is necessary for the underside of the dcior, 
and this is afforded by the blocks of pumice-eoiicTete, 
in the figure, or by a plastered Cfiling currie'd on tillL-ts 
bolted to the underside of the troughs. 

Lindsay’s decking is made in depths from 4 in. to 1*2 in., 
the former being sufficient to cany a safe load of 2 cwt. per 
square foot over a span of about 15 ft., and t'ne latter over 
a span of about 40 ft The weight of the 4-inch deckiiiL' 
(exclusive of concrete) is 15i lbs. per square foot, and that 
of the 12-mch nearly 35 lbs. 


Cement ^ AafkaElmf or Jihad Blada iaoA.' 



Fig. 33. — ^Lindsay, Neal, & Co.*s Steel-Trough Floor. 


14. Jforeland^s Steel-Trough Floor . — ^Morelands steel 
flooring is somewhat similar to the last, but the troughs are 
of rectangular section, and are built up of plates and single 
or double angles. 

Steel-trough floors are, however, expensive, on account of 
the large quantity of metal which they contain. Temporary 
scaffolding can be dispensed with in other ways. The 
method most germane to our subject may be first men- 
tioned, r/r., by using concrete or cement slabs carried 
between the joists. The slabs may be either in the form 
of lintels or of arch-blocks. Examples of such floors are 
more common on the Continent and in Ameiica than in 
England. 
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15. Lindsay’s Concrete-Slab Floor . — Several floors of tliif 
kind are, however, in use in this country, such as Lindsay’s 
concrete-slab floor, shown in Fig. 39. EoUed joists are 
fixed 2 ft. apart-, and on their lower flanges cast slabs oi 
pumice-concrete, about 24 in. by 18 in. by 4 in., are carried, 
the metal being entirely protected by them. The slabs 
are grouted with cement^ and may be covered with ordinaiy 
concrete, so that the joists are completely surrounded. 
The ceilings are plastered directly to the slabs. 

The more common material used to carry the concrete 
in such floors, is fire-clay, as this ofiers greater resistance 
to fire than concrete does. Several systems, combining fire- 



Fig. 39. — ^Lindsay, NeaL, & Co.’s Concrete-Slab Floor. 

clay lintels, iron or steel, and concrete, are now in use, the 
best known, perhaps, being “ Fawcett’s Fireproof Flooring,” 
shown in Figs. 40 and 41. 

16. Fawcett’s Fireproof Flooring — “In the construc- 
tion of this fireproof floor the special feature is a tvbvlar 
lintel or hollow tube made in fire or red chimney-pot clay, 
and burned mellow. 

“Iron joists (of sections to suit the spans and loads) 
are placed at 2 ft. centres, and the lintels are fixed 
between with their diagonals at right angles to the 
joists. The end of each bay is squared by cutting (during 
manufacture) an ordinary lintel parallel to the diagonal ; 
the piece cut off, when reversed, goes on the other end. 
Thus the ends and sides of all lintels are open next the 
walk 



FAIVCETTS FIREPI200F FLOORJXG. 2 S 1 

“ The lintels being in position, spec: illy prepare] cenient- 
concrete is filled in betvreen and ov-r thein, vrhicli tikei a 
direct bearing uprn the Wto7ii daujj of the joi-ts, th in 
relieving the lint^ds o: the door-Ioal, whisjh is tak*j!i f.y tii-j 
iron and concrete, the liiitvls forming a Jire-pro if 

centering, reducing the dead weight of the door do per cent., 
and saving about half the concrete. 

“Cold air is admitted (through air-bricks in the e.v- 
teraal walls) into any of the open ends or sides of the 



Fig. 41.— View of Joist and Concrete with Lintels removed. 


Fawcett’s Fibepeoof Flooeisg. 

lintels, and passes through them from bay to bay under 
the joists. 

“ The flat bottom of the lintel completely encases the 
bottom flange of the joist without being in contact with it, 
a clear half-inch space being left for the passage of the cold 
air.” 

The lintels are about 9 in. wide and 5 in, deep, and are 
grooved underneath, so that plaster will key into them and 
adhere properly. 

The following table gives the size and weight of joists 
for various spans and loads, all joists being fixed 2 ft. apart 
from centre to centre : — 
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Table XXVIIL— Steejtgth op Joists used in Fawcett's 
Fieepeoop Flooes. 



Joists. 

Safe Working Load per sq. ft. for different spans— 

Size m 

1 ins. 

Weight' 
per it. j 

8 ft. 

10 ft. 

12 ft. 

14 ft. 

16 ft. ^18 ffc. 

1 

20 ft. 

22 ft.|24 ft 



lbs. 

cwt. 

cwt. 

cwt 

cwt 

cwt 

cwt 

cwt 

cwt. 

cwt 

«.2 f 

4x2 

7 

2 

n 

1 







. ! 

4-1x2 

8 


2 

li 

1 






S 1 

.0^x2 

10 


... 

2 


1 





V 

Sfto * 

6ix2i 

11 


... 

... 

2 

li 

1 




*s o I 

7x21 

i 



... 

... 

2 

n 

1 



a 5 V 

j 

Sx21 

15 


... 

... 

... 

... 

2 

U 

n 

1 


4x3 

12 

4 

3 

2 







° o 1 ; . 

5x3 

13 

5 

3^ 


2 






2 ; ' 

6x3 

16 

... 

0 

4 

3 

2 





2 1 

7x31 

19 

... 

... 

5 

4 

3 

2 





8x4 

22 


D 

... 

5 

4 

3 

2 



1 

9x81 

23 

... 

i 

B 

... 

5 

4 

3 

2 



17 and 18 . — Homan dt Eodgersh Flat-Brick^^ and 
Tvbular-Lintd Floors . — ^In 1885 Homan & Rodgers patented 
their “Flat-brick Fireproof Floors,” in which flat bricks 
about 12 in. by 6 in. by 3 in. rested upon the flanges of 
±-irons 12 in. apart, which in turn were carried on the 
lower flanges of I joists about 4 ft. apart. Concrete was 
deposited on the bricks so as to cover the joists. 

The disadvantage of this system was that the under side 
of the ironwork was unprotected, save by the ordinary 
plaster of the ceiling. They have therefore superseded this 
floor by another, in which hollow lintels, remarkably similar 
in principle to those in Fawcett’s floor, are used, the lintels 
being of triangular section instead of curved. 

19. Willis ds Astleyh , — ^Willis & Astley’s “Fireproof and 
Ventilating Floor” is of quite recent invention, and consists 
of rolled I joists 2 ft apart with JL-shaped fire-clay lintels 
carried between them. The flanges of the lintels pass under 
and protect the lower flanges of the joists. The webs of 
the lintels are of arched form, and on them thin sheet iron 
is laid, upon which concrete is deposited to the top of the 
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joists. The webs of the lintels are pierced, so that a ciiiTC-ut 
of air can pass freely through the fio‘jr : ihis can be turned 
to account for ventilating the room beneath. One disad- 
vantage is that the webs of tlie lintels, which are noT.died 
on to the iron Sanges, have to bear all the wt ijht, not 
of the concrete itself, but aUo of the fi»>jr-luLid ]jct'.\Ci.n the 
joists. 

20. CorrwjaUd Iran Cerdring. — A recent patent consists 
in the use of a permanent centring of corrugated iron 
instead of fire-clay lintels, the comigations being of dove- 
tailed section for the sake of strength, and to afiord a key 
for the concrete above and the plastered ceiling below. 

CoMPAEisoy. — ^Mauy other systems have been invented, 
some successftd, many imsuccessful, but sufficient has been 
said to show the chief varieties of flat fire-resisting floors in 
which concrete plays an important part. With our present 
knowledge it is impossible to institute a comparison between 
the different floors as to strength and fire-resistance. A series 
of actual tests would have to be carried out before this 
could be done, but tests made in Berlin (in 1892-3), on 
several floors in use on the Continent, and actual fires in 
England, go to prove that floors of ordinary concrete and 
iron are more liable to damage by fire than are floors 
containing cement slabs or fireclay blocks below the con- 
crete. On the other hand it must be stated that the 
“ Monier ” floor, which consists of “ cement *' surroimding 
a network of iron bars, was severely tested at Berlin, and 
came through the ordeal as well as any floor containing 
brick or other blocks, although at the crown the “ Monier ” 
arch was only SJ in. thick. 

Gisdebs. — ^Large floors will require to be divided into 
bays by girders, which must be protected by concrete or by 
fire-clay blocks (Fig. 44). Sometimes, to save height, 
angle-irons are riveted to the webs of the girders, and the 
floor rests on these. 

CoLUSEsra. — Iron or steel columns or stanchions are now 
usually protected from fires, sometimes by means of special 
bricks filled up with fine concrete, or by concrete alone. 
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In the latter case, a key for the concrete is obtained bj 
securing to the columns, with wire, vertical strips of iron 
corrugated horizontallv. A mould of proper size is then 
placed around the column, and filled with concrete which 
passes into and is held by the corrugations. The strips of 
iron are sometimes omitted, but it is better to use them as 
they afiord a key for the concrete. The thickness of con- 
crete intended to protect iron columns, should never he 
less than 2 in., hut ought as a general rule to be 3 im 
Since the first edition of this book was published, the 
use of concrete reinforced with iron has been largely 
extended, and some of the most important methods of 
construction will be considered in Chapter XXVI. 
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smaller size, were intended to be spanned by arches extend- 
ing from wall to wall. One of the latter, something over 
seven feet in width, was covered with concrete, flat on top, and 
forming on the underside a segmental arch, the thickness of 
the material at the crown of the arch being four inches, and 
about eleven inches at the springing. The concrete was 
made of “Germania” Portland cement, mixed dry with 
gravel, moistened as required, and well rammed on the 
centring; and skewbacks were cut in the brick walls at 
the springing line, extending two courses higher, so as to 
give room for the concrete to take a firm hold on the walls. 

“Fourteen days after completion, this floor was loaded 
with bricks and sacks of cement to the amount of more 
than six hundred pounds a square foot, without suffering 
any injury, although, after the load was on, a workman 
hammered with a pick on the concrete close to the loaded 
portion, so as to provoke the cracking of the arch if there had 
been any tendency to rupture. In the other cases, the con- 
crete arches being turned between iron beams, the strength 
of the floor was limited by that of the beams, so that the 
extreme load could not be put on; but the curious fact 
was established that a section of concrete flat on top, and 
forming a regular segmental arch beneath, was far stronger 
than one in which a portion of the under surface was 
parallel to the upper, showing, apparently, that the arched 
form, even with homogeneous concrete, causes the conver- 
sion of a large part of vertical pressure into lateral thrust, 
reducing by so much the tendency of the load to break the 
concrete transversely. 

“This observation is important theoretically as well as 
practically. It has been of late generally maintained that 
a concrete arch is not an arch at all, but a lintel, without 
thrust, and that the common form, flat above and arched 
beneath, is objectionable, as it gives least material at the 
centre, where a lintel is most strained. The Erfurt experi- 
ments directly contradict this view, and it remains for some 
students of architecture to render the profession a service 
by repeating them, and at the same time, actually deter- 
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mining the thrust, for a given loud, of arches of particular 
forms. Until this is dune the concrete const met which 
is likely we hope to become before many velars the prevail- 
ing one in our cities, will be practised with dithculty and 
uncertainty, if not with danger.’’ 

Mb. Colsox’s Tests. — The experiment by Mr. t'oboii, 
mentioned on p. 196, showed that the lower half of a con- 
crete lintel with fixed abutments, cracked right across 
before the upper half yielded. It is evident, therefore, that 
some portion of the lower half was mere useless dead weicrht 
and detracted from the load-carrying capacity of the beam. 
This portion is approximately shoivn in Fig. 9, by the 
dotted line ahc, 

I 



Other experiments by Mr. Colson are recorded in the 
Proceedings of the Institution of Civil Engineers, Vol. LIT. 
(1877-8, part iv.). Six concrete arches of a uniform width 
of 21 in. and thickness of 9 in., with radial abutments as 
shown in Fig. 42, were made and loaded until they l»roke. 
Flat lintels of similar composition were also tested, and the 
results showed conclusively the immense superiority of the 
arched form, even when the rise of the arch was only one- 
eleventh or even one-eighteenth of the span. The concrete 
contained too much aggregate and far too much sand to 
give really good results, but this does not vitiate the com- 
parison between the several tests. Others of Mr. Colson's 
tests of concrete lintels, besides the following Xo. 8, have 
been given in Table X^L (Xos. 24 to 26), p. 191. 
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DEDUcrroys, — These experiments are extrc-mo’y valuable, 
although they are not sumcien: to settle dtuniteaV the rela- 
tion between the strengrii of arches and lintci-. It is 
remarkable, however, tkit, if the urcLvt are c jM-iitrei a-i 
beams with a depth e.|ual to the verrl.ui distance fr„im the 
level of the springing to the cr:r*vn of the arch, they yield 
constants practically identical with tiie con-rant dei iccd 
from a Sat beam of similar comji #-irion with £xed abut- 
ments. This may be merely a coineidenee, bur it is at any 
rate worth consideration. If the tests of the arches Xus. 1 
and 2 be compared with that of the lintel Xo. 7 in this 
way, the two former being considered as fixed beams IS in. 
deep, and the last as a fixed beam 9 iiL deep, the resultant 
co-etficients are as nearly equal as possible. The arch 
Xo. 3, which is of krger span, gives a higher constant, 
while Xo. 4, in which too much water was used, is by 
chance again identical with Xo. 7. 

The constant of beam 7 with fixed abutments has already 
been commented upon, on account of its increase over that 
deduced from beam S with supported ends, and it has been 
pointed out that this may be due to the formation, witliin 
the mass of the former, of what may be termed a hidden 
arch. 

Abchis Ecoxo 30 se Material — ^The great point to be 
considered respecting arches and lintels is that a given 
quantity of material used in an arched form is far stronger 
than the same quantity used as a lintel or beam. In other 
words, with the same dead weight, there is a far greater 
load-canying capacity. Arches therefore are, strength for 
strength, considerably more economical than flat lintels or 
slabs. 

For instance, each arch 1 and 2 contains the same amount 
of material as the fiat lintel 7 ; but the total depth of each 
is double, nam ely, 18 in. instead of 9 in. The strength of 
beams varies as the square of the depth, and therefore a 
beam 18 in. deep will carry four times as much as one only 
9 in. deep. Curiously, as we have already stud, the arches 
1 and 2 are almost exactly four times the strength of the 

u 
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liiitel 7. An arch equal in strength to the latter ini<»ht 
have been made with only one-half the material. 

AppEOXiiLLTE Strength of Floor-Arches. — Until further 
experiments have been made, the nearest simple approxima- 
tion to the strength of concrete arches of small rise (not 
exceeding, say, one-tenth of the span), will be to consider 
them as fixed beams, haying a depth equal to the rise of 
the arch •plm the thickness of the concrete at the crown. 

This can only hold true of arches up to an unknown limit 
of rise. THiat this limit is, can best be decided by experiment. 
The tests under consideration were upon arches with rises 
of one-eleyenth and one-eighteenth of the span respectively. 
The rise of floor-arches is usually about one-tenth or one- 
twelfth of the span, and the rule may therefore be taken to 
hold good in ordinary cases. 

The thickness of the concrete must also be considered. 
In these tests, the thickness of the concrete was equal to 
the rise of the arch, and deductions from them can only 
fairly apply to arches in which the same proportion is 
observed. Usually the concrete is thinner at the crown 
than this proportion would give, but it should seldom be 
less for floors than two-thirds the rise. 

1. Eoman and Eodgers^s Arched Floor , — One of the earliest 
patents for arched concrete floors was taken out by Homan 
and Rodgers in 1865. It consisted simply of rolled iron 
joists or girders about 10 ft. apart, with concrete arches 
springing from the bottom flanges. The underside of the 
flanges was not protected in any way. The upper surface 
of the floor was flat. 

2. Morelands. — ^Moreland’s floor consisting of iron girders 
with a permanent arched centring of corrugated iron rising 
between them and covered with concrete, has already been 
mentioned. This has the advantage of doing away with 
the temporary scafiblding and is still sometimes used, but 
for spans of more than 6 ft. it will often be necessary to 
prop the metal, to prevent sagging during the ramming of 
the wet concrete. 

3. Dmnet and Ingle's , — Rennet and Ingle’s floor has been 
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in use for a great many year'. I: is pni^tieully xlo saiue as 
that of Homan and w::L the excL! t:(.n that th^- con- 

crete has plaster of Paris kt its matrix iristLud i-f B^rtland 
cement. The arches are maie up to s]iUi:s of 10 or lii ft. 
and have a minimnni rise of 1 in. tu every Kx.t of sr an. 
The upper sunaces may be either arched or liut. and ihc 
ceilings may be formed by plasrenng liie arched setnts. 
by fixing ceiling-joists beneath the concrete and plastering' 
under them. See Fig. 43. 

Abutments of Floor-Arches. — ^The ends of arched 
concrete floors sometimes merely rest c^n corbel courses as 
sho\rn in Fig. 43. Fretiuently. however, a cfnisc, 41 in. 



deep from the face, is formed in the wall, bricks laid in 
sand being built into the chase and removed immediately 
before the concrete is deposited. 

A combination of the two methods is often adopted, ue., a 
shallower chase (say 2i hi-) is formed in the wall immedi- 
ately over a corbel-course of about the same projection. 
This can be utilised for 9 in. walls. An illustration of this 
method is given in Fig- 29, page 264. 

Arches suitable fob Corridors. — For corridors, up to 
10 or 12 ft. wide, the arched system is particularly to be 
commended. Xo ironwork whatever is required, and the 
ceiling imdemeath can be finished in Keene's cement 
directly upon the concrete. The arched form of the ceil- 
ing improves rather than impairs its appearance, and the 
corbel-courses can be of moulded brickwork, or can lie 
covered with plaster cornices as desired. 
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Girders iJ^D their Protectio:^. — In large rooms, how- 
erer, it is necessan" to diTide the floor into baj’s usually 
about 10 ft. wide or less, bj means of iron or steel girders, 
and these are a source of weakness during conflagrations 
unless they are protected underneath. The bottom flanges 
of the girders were at one time inTariabiy, and even to-day 
are frequently, left bare, but this ought not to be 
allowed. 

A simple mode of protection is to surround them entirely 
with concrete, which should be not less than 2 in. thick. 
This is effected by keeping the temporary centres the 



necessary distance below the girders and ramming the space 
fuU of good fine concrete. This system is shown at A in 
Fig. 44. 

Another arrangement is shewn at B and consists in the 
use of hollow or solid fire-clay blocks, grouted with cement, 
which protect the girders and form skewbacks for the 
springing of the arches. These add to the expense, but 
afford effective protection from fire. 

4. Lmdmifs SkewhcLck Girder^ dsc. — W, H. Lindsay, 
Neal & Co. manufacture a special skewback girder, as 
shewn in Fig. 45, for arched concrete floors. The girders 
are entirely encased underneath with concrete. The illus- 
tmtion shews also the trussed rods, which this firm intro- 
duces to strengthen the floors and to prevent the concrete 
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collapsing under a sudden strain. An arch r,j riii> kind 
6 ft. wide and ft. span is said to Lave Le* n ** Lu ied in 
the centre with ” tons without pr the slightest 

crack or discoverahle daw.” This was to a distriLuted 
load of 14 tons, f.t. d’G ewt. per sq. ft. 

The dimensions of several arched concrete fic»c*rs were 
given in Table XXVI., page 261, and nn cxaiiiplc of 
•iroined concrete doors was illustrated and described on 
pp. 22S— 231. 

Depositing Conckete in Arches. — ^A p'jint of particular 
importance should l«e observed in the construction of con- 
crete arches, and that is that the concrete should, wherever 
possible, be deposited over the whole span and of the full 

» • 

T • O > 


■1 



rig. 43.— Lin^y. JTeal. i Co .’5 Skewbnek Girder and .irched 
Canute Floor with Tmsjed Kods. 


thickness at one operation. When this cannot he done, the 
full thiel-ness must be deposited at once, eommeneinff at the 
springing and finishing with a joint radiating frem the 
centre of the arch. In" other woi^ each - dump ” of con- 
crete must be regarded as the voussoir of an arch, and 
mnst be deposited accordingly. Concrete in arches must 
not be deposited in horirontal layers. W e have already es- 
plmned that there is a weak plane between every layer 
of concrete, a sort of plane of cleavage, and unless this is 
radial to the arch it is a source of weafaicss. Such joints 
have been the cause of more than one failure. 

Peo jlXd Cos. — ^T he chief consideration in favonr of 
arched concrete floors is that they are economical, all iron 
t«.ing onnttcd except the giniers, and the eonerete being cast 
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into the fonn in which it is capable of bearing the greatest 
load. But, when flat ceilings are required, this gain is 
counter-balanced by the excessive depth of the floor, which 
necessitates a greater height of walling ; thus, an arched 
floor 10 ft. span, including (say) wood-blocks and the flat 
ceiling, would be 16 or 18 in. deep. It must not be 
forgotten, however, that most of the flat fire-proof floors 
require, for large spans, girders at intervals, and if the ceil- 
ing were formed under these so as to be quite flat, the depth 
would be as great as that of the arched floor, or even 
greater, for in many cases the flat floors rest on the top 
flanges of the girders, while arches rest on the bottom 
flanges and only just reach above the top ones. 

Ceilings. — ^Flat ceilings can be formed under arched 
floors when necessary by hanging under the girders wood or 
light iron ceiling-joists, to which wood or metal lathing can 
be attached as shewn in Fig. 43, p. 291. These can then 
be plastered in the ordinary way. Instead of lathing and 
plastering, fibrous plaster slabs are sometimes used. Flat 
ceilings have the advantages of giving a slight further pro- 
tection to the girders and of forming an air-space, which 
assists in deadening sounds, and gives room for pipes, ventila- 
tion, &c., but they waste a considerable amoimt of height. 

5. Arch-Blooh Floor , — ^In America hollow concrete blocks 
have been used for fire-resisting floors. The floors of the 
offices of the Few York Tribune were constructed by the New 
York Fire-Proof Building Co., with iron girders 6 ft. apart, 
between which flat arches were formed with hollow concrete 
blocks about 9 in. thick, 12 in. long, and of various widths 
(average width about 10 in.). The blocks were made from 
“ plaster of Paris, coke-dust, and a peculiar quality of lime 
obtained only at Teil in France.”* They could be cut with 
a hatchet, and holes were easily formed in them. It is said 
that blocks have been heated to redness and thrown 
suddenly into cold water without injury, f 

• See Table XII. p. 89. 

+ The JBritiek Architect, July 14, 1876, report of paper read by 
Mr. James ATontgomery before the Licer^oul Architectural Society. 
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Several khi'U of nre-resUting ±oot 5 cd:-^;=: of arehc-s of 
hollow fire-clay ulocrks or bricks, covered c jiicrete, bat 

as the concrete in these plays qaite a aubLTa;a:.:e p.irt, it is 
not within our province to describe them. 

6. The “ ITonier'- Sif Stem . — A system of fire-proof Moor- 
ing, which has had consiierable success on the Contiuvnt, 
is that known as the Monier *’ system. It- consists of a 
network of wires embeided in eoneret j. but wr 3 have no 
details of the construction. Certainly fi ..ors forme*! on this 
principle are stated to be of quite startling tiiinutss. soaie 
indeed not exceeding If inches. 

A short time ago an attempt was made to float a com- 
pany for working the Monier patents in England, but 
apparently without success. From the prospectus we learn 
that arched floors have been constructed of the allowing 
dimensions : — 

1. Factoir, 1*2 ft. span and 2 in thick. 

2. Brewery, IS 3 „ ,, 

3. Warehouse, 19 „ „ ,, 3 „ „ 

The haunches were partially filled up. 

But even more surprising results are obtained in other 
branches of construction. Three domes have been erected, 
at a brewery, 2d ft. 4 in. in diameter, 21 ft. high and only 
in. thicl^ and another dome, 57 ft. in dhimeter and 32 ft. 
high has been erected on this system, and filled in between 
the ribs with glass. 

Of bridges three examples are mentioned, the first, at 
Wildegg, 120 ft. span and 8 in, thick at the crown, accord- 
ing to one page of the prospectus, and 130 ft. span and 
only 6 in. thick according to another page : the second a 
railway bridge at Lisenbahn, 150 ft. si3uiiaiid 174 in. thick, 
and the third, a foot-bridge at Bremen, 125 (or 130) ft. span 
and 74 (or 8) in. thick. 

In conclusion we may add that fi*.it fl^jors 13 ft. square 
and only 2 in. thick are said to have been erected icithout 
iron beams. For additioiuil information, see Chapter XXVI. 

Certainly the *’Monier*” syatem gives wonderful results 
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as far as strength is concerned, but there is just a question 
whether sufficient protection is afforded to the iron wires 
(on which the strength of the structui'e seems mainly to 
depend) by the very small amount of concrete with which 
they are covered. 

ThA Builder of July 29, 1903, contains an article on 
the results of some tests carried on at Berlin in 1892-3 on 
the strength and fire-resistance of various so-called “fire- 
proof floors.” A “ ilonier ” floor with arched soffit and flat 
top consisting of “ cement with a framework of wrought 
iron bars of about \ in. in diameter,” was among those tested. 
It had a clear span of about 12 ft. with a thickness at the 
springing of about 15 in., and at the crown of only 3|- in. 
It was subjected for an hour to a fire having an average 
temperature of about 1800° F. and was also loaded with 
about 4f cwt. per sq. ft. t “ ^0 appreciable damage was 
done, and the assessors were able to express their confidence 
and entire satisfaction by reporting the exhibition to be 
* thoroughly fireproof.’ ” 

Domed Ceilings, — Domed ceilings are often con- 
structed of concrete, and as these have little or nothing to 
carry besides their own weighty they can be made consider- 
ably lighter than floors of the same span. Thus, the semi- 
circular dome, forming the ceiling of the “ Cabinet Council 
Room of the New Foreign Office,” is 36 ft. in diameter and 
only 9 in. thick even at the haunches. The coved ceiling 
over the ladies’ dressing room at Her Majesty’s Theatre 
was 30 ft. by 20 ft. and 5 ft. high, with a thickness at the 
springing of about 12 in. and on the fiat soffit of about 9 in. 
Both were erected by Dennet & Ingle, and were described 
by Mr. J. J. "Webster in his paper on “Fireproof Construc- 
tion,” printed in the Proceedings of the Institution of Giml 
Engineers, Yol. CV. (1890-1, part III.). For a descrip- 
tion of the concrete domes at the new Roman Catholic 
Cathedral, Westminster, see p. 301. 

External domes are sometimes built with a framework of iron, 
embedded in concrete, and may be finished outside with lead, 
copper, &c. 


t 2613 kilogrammes per sq. mHre. 
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Concrete hm frequently ieen Usei kt u’lin? htj the 
haunches of stone or brick vaiuti, l-ut it mii'iit al-o be 
economically substituted for the Ullinj of stone or brick 
between the ribs of Gothic vaulting. 

The use of concrete arches is not con^iicd to floors 
and ceilings. They have been adopted fre raently fur large 
sewers and conduits, and also for bridges and other 
purposes. 

Bridges. — At the Croft Granite Brick and Concrete 
Works, near Leicester, there are several arched bridges 
built of granite-concrete. One has a span of nearly 30 ft. 
and two others are each about 30 ft. wide with the main 
arch of 22 ft. span and smaller arches at the sides. The 
thickness at the crown is about 14 in. These have been 
built 3 or 4 years, and are as perfect as the day the centres 
w'ere struck. One of them is subjected to the heavy moving 
loads of a luilway engine and loaded trucks, but h^ shewn 
no signs of yielding. 

The composition of the concrete for these bridges is 1 part 
Portland cement and 8 parts syenite crushed to pass a 
1 J in. ring. But in addition to the crushed material, 
lumps of i^enite from 4 in. to 9 in. in length were carefully 
packed into the work, the several pieces being separated by 
2 or 3 in. of concrete. In this way the proportion of 
cement to syenite was reduced from 1 to 8 to about 1 to 16. 
The concrete is far from homogeneous ; the so£Sts of the 
arches, which remain as they were left by the centres, 
present a rough honeycombed surface, but, notwithstanding 
this, the aggregate seems firmly bound together. 

Two of the arches have ornamental sham voussoirs and 
keystones of concrete affixed to the faces, and have also 
enriched panels in the spandrels, some of the panels having 
a red ground. Ornamental parapets complete the struc- 
tures. 

In two of the bridges, their exposed faces have been 
rendered, and grey and pink syenite, crushed into pieces of 
the size of peas or haricot-beans, have been mixed with 
cement and applied as rough-cast. The effect is pleasing. 
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A much larger bridge than any of these has been erected 
near Erbach, a station between Ulm and Friedrichshafen, 
It has a span of 95 ft. and a rise of 13 ft. The concrete is 
1 ft. in. thick at the crown and 2 ft. 3 4 in. at the 
springing, and consists of 1 part Portland cement, 1 part 
sand, and 3 parts carefully washed and screened Danube 
gravel vaiying in size up to the size of walnuts. It was well 
rammed in radial layers 2 ft. 7 4 in. wide. As the ground 
on which the piers were built was somewhat treacherous, it 
was thought that a homogeneous rigid structure would be 
liable to crack through unequal settlement. Asphalt layers 
were therefore inserted at the two abutments, and also at the 
crown of the arch. The Munderkingen Bridge, Wurttem- 
burg, erected in 1893, has a clear span of 164 ft. and a 
rise of I 64 ft. Steel pivots are used in the abutments and 
crown, and the concrete is 3 ft. 3 in. thick at the crown, 
3 ft. 8 in. at the springing, and 4 ft. 3 in. at the haunches. 

SewERa — Concrete has been largely used in the construc- 
tion of sewers both at home and aboard. More than 
20 years ago there were in London, south 
of the Thames, more than a mile and a 
quarter of sewers constructed entirely of 
concrete, and rather more than a mile con- 
structed of concrete but lined with a 44 in. 
ring of brickwork. 

Fig. 46 is a section of the all-concrete 
sewers, and Fig. 47 of the larger sewers lined 
with brick. 

Mr. Grant’s specification* for these sewers 
Fig. 46. -Con- ^®^^^red the concrete to have 3 bushels 
Crete Sewer, (about 4 cub. ft) of Portland cement to 1 
cub. yd. of sand and ballast; the centres 
were to be covered with sheet iron, copper, or zinc, and 
greased if necessary, to insure a smooth surface ; the in- 
verts below the springing were “ to be rendered with Port- 
land cement and sand, in equal proportions, and finished off 

* Proceedings of tlus Inst. C. E., voL aisxii. (1870-1). 
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i in. thick with a smooth trowcILjl face,” •ioiie by a 
plasterer ; the concrete for the arches had to have cement 
and sand next the face so as to avoid a rough finish, and 
all flaws found on removing the centres were to be touched 
up by a plasterer. 

At Buenos Ayres there were in I S SO no less than 
11 miles of concrete conduits varying from 12 ft. by 14 ft. 
down to 7 ft. in diameter, 12 miles of intercepting sewers 
from 7 It. to 3 ft. in diameter, and 20 or 30 miles of egg- 



Fig. 47. — Concrete Sewer lined with Brick. 

shaped collecting sewers from 4 ft. to 2 ft. 6 in. in width. 
For the last, the concrete was about 6 in. thick, and for the 
largest conduits it was only 14 in. thick. 

It is scarcely within our province to enter into details of 
the mode of construction, as sewers of this kind are rather 
engineering than architectural problems. 

Dbaix-pipes, &C. — ^Drain-pipes are now made of concrete 
in considerable quantities by several firms. The Imperial 
Stone Company's pipesjirfi J t SilicateJ St'jiic Pqjcs.” 
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They are made in sizes from 6 to 36 inches in diameter, but 
the largest sizes are perhaps the most useful They are 
quoted at from to 10s. per linear ft, according to the size. 
The concrete is well tamped or rammed by machinery as 
the mould is filled. The thickness of the rim is about one- 
twelfth the diameter of the pipe. The ends are not provided 
with a projecting socket as in the case of earthenware drain- 
pipes, but have a bevelled edge at one end with a correspond- 
ing recess at the other. This leaves the outside of the 
pipes quite straight. They are not burnt like ordinary 
pipes and are therefore not warped. This trueness of line 
allows them to be laid very regularly. 

Some tests reported in Tk& Builder for April 1, 1882, 
showed that “ Silicated Stone Pipes ” were about 35 per 
cent, stronger than ordinary stoneware pipes. 

Less cement is required to fill the joints of the former 
than of the latter, as the spigot and soqket of the concrete 
tubes can be made to fit accurately, while the sockets of 
stoneware pipes must be made large enough to allow for a 
certain amount of twisting in the kiln. 

It has been said that sewage may have an injurious efiect 
on the concrete, but this opinion does not appear to have 
been corroborated by actual experience. About fifteen years 
ago, however, at Bournemouth, concrete pipes vrere found 
to vary considerably in serviceableness, some of them being 
very porous. There need be no fear of porosity, if the 
pipes are properly made, the concrete being mixed with 
the full quantity of water and well rammed. 

Ordinary drain-pipes, when passing under buildings or 
through soft ground, ought to be entirely surrounded with 
concrete not less than 6 in. thick in any part, a 4 in. 
pipe would be embedded in the middle of a mass of concrete 
about 18 in. square, a 6 in. pipe in concrete about 20 in. 
square, and a 9 in. pipe in concrete 24 in. square. A slab 
of the proper width and 6 in. thick is first deposited ; the 
pipes are then laid, and after being tested are surrounded 
with the rest of the concrete, which should be carefully 
rammed under the pipes. Another and perhaps better 





CHAPTER XXIIL 

EOOFS AND STAIES. 

Plat roofe— Prevention of cracks— Condensation— Protection during 
setting- Sloping roofs— Preferability of flat roo&— Booflng slabs 
and tiles— St^. 

Flat Roofs. — Concrete roofs are now coming somewhat 
largely into use. In large towns, many buildings are erected 
with M fire-resisting roofs, which are not only economical 
in construction, but also provide an area adapted for a variety 
of purposes, such as exercise, drying clothes, and even the 
growth of planta 

Any of the systems of fiat or arched floors already 
described, may be used for roofs, but some differences in 
detail will be necessary, as provision must be made for ram- 
fall and also for the contraction and expansion, which, in 
the case of slab-floors of considerable span, would tend to 
crack the concrete through the extremes of temperature to 
which they would be subject. 

The necessary falls and gutters can be formed by means 
of an inferior concrete laid on the top of the roof proper. 
The whole should then be covered with a coat of good 
asphalt, such as Claridge’s or Yal de Travers, and the flash- 
ings from the roof to the parapet can be formed with the 
same material The asphalt should not be less than | in. 
thid, and for inferior material 1 in., and should be applied 
in two layers breaking joint, the concrete having flrst been 
rendered with cement-mortar. For roofs designed for use 
as drying or airing grounds, the asphalt should be thicker 
and finished with fine grit. 

Prkvsntiox op Cracks. — ^I n order to prevent cracks being 



i:coFS. 


303 


caused in the conerc-re by changes of temperature, it is 
customary to divide it into separate slabs of moderate size. 
All roofs of considerable area will be divided by main 
girders every 10 or 12 ft. or therc-abcats, and the separation 
of the concrete (when this is Lid over the top of the 
girders) can best be enected by means of a strip ^jf 
wood about i in. thick placed along the centre of oacli 
girder i the strip may extend the full thickness of the roi a. 
and will form a guide for the workmen in depositing the 
concrete. Sometimes, however, the joint extends through 
only one-half the thickness. When the concrete has set 
sufficiently, the wood can be picked out to the depth of 
1 in. and the joint filled with mortar or, better, with 
asphalt ; the whole roof can then be finished with asphalt. 
When the concrete rests on the low^er flanges of the 
girders, and is therefore divided by them into distinct 
masses, no further precautions need he taken against con- 
traction. 

CSoxDEXSATiox. — ^There is some danger of moisture con- 
densing on the underside of solid concrete roofs, and for 
this reason and also to insure a more equable temp^erature, 
a separate ceiling is sometimes provided underneath. This 
can be formed by wood or light iron ceiling joists, carried 
by the main girders and finished w'ith wood or metal lathing 
and plaster. 

Peotectiox during Setting. — In laying flat slab-roofs 
especial care should be taken to prevent loss of moisture 
during the setting of the concrete, particularly in warm dry 
weather. This can be done by covering the concrete witli 
water, or wet sand or sawdust, or in other ways :\s already 
indicated. 

Sloping Roofs. — ^Where the usual sloping roofs are 
required to be fire-resisting, they can be constructed with iron 
principals carrying ±, L or I iron purlins 2 to 4 ft. apart. 
Between the purlins coke-breeze concrete can be laid, on 
which slates can be nailed without the need of wood laths. 
The concrete may with advantage be covered with roc»fiiig- 
felt before the slates are laid. 



304 


CONCRETE, 


Domes and vaults of concrete have been constructed 
with and without framework of iron, &c. Flat roofs are, 
however, cheaper, and it is easier to construct fire- 

resisting roof than to protect from fire all the members of 
trussed roof-principals. 

The Leland Stanford Junior Museum at Palo Alta, 
California, is built almost wholly of concrete, and has a 
sloping concreted roof, supported on trusses 10 ft. from 
centre to centre. The concrete roofing slabs are 10 ft. 
long and about 2 ft. 6 in. wide, the lower surface having a 
W’eb in the centre and curving up on each side of this to the 
edges. A twisted iron rod is embedded in each web. The 
lower edge of each 
slab is rebated so 
as to overlap the 
upper edge of the 
slab below it about 
2 in., and a strip 
of lead is inserted 
in each joint. The 
ends of the slabs 
are supported by Fig. 48. — Concrete Stairs and Framing, 

the roof -tresses; 

a channel is formed in the concrete on each side of the 
joint over the truss, and the channels and joint are covered 
with concrete tiles, somewhat resembling in shape an 
ordinary ridge-tile. Similar tiles are placed at distances 
of about 2 ft. 6 in., for the sake of appearance. 

Eoofisg-Slabs axd Tiles. — Concrete roof-slabs and tiles, 
grey and red, have been made by W. H. Lascelles & Co. and 
other firms, but have not come much into use, and concrete 
ridge-tiles and finials can also be obtained. 

Thomann’s Hoofing Tiles are about 12 in. square, and are 
laid diamondwise, being secured to the laths by a lug 
descending from the 'upper comer of each. Wedges are 
driven between the lugs and laths, and by this means pro- 

* See Table XXYl., p. 261, for vaulted roof of warehouse, &c., and 
p. 295 for domes on the Monier system ; see also p. 301. 
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each tile are drawn tightly against eorrc^p onding lipi rising 
above the upper edges of the tiles in the course L-^low. 

Stairs. — Single steps cf cincrcte or urrihci-d stone can 
be obtained and built into v^-alls, after the manner of stone 
steps, but this system partakes of the disadvantages of stone 
as the steps are liable to damage by nre, espc-L-ially if tiiuv 
are merely built into the wall at one end. 

A better methed is to form the whole Sight in one hulss 
of concrete by means of framing, as shown in Fig. 4S, the 
sides of the stairs being fixed in chases cut in the walls. 
By means of suitable moulds, the steps can be fomiL 1 with 
moulded nosings, but it is usually preferable to have 
separate treads, so that when much worn, they can be 
easily replaced. The so£t can be made in steps if required, 
but the continuous slope is best and most easily formed. 
For stairs not more than 5 ft or 6 ft. \vide, fixed at Ix^th 
ends into walls, ironwork is not absolutely necessary, but 
for wider stairs the concrete should be reinforced, either as 
at A, or in some other way (see Chapter XXVL). 

For open-newel stairs, the free end ought to be strengthened 
by a rolled-steel joist, bolted at the top, to another joist 
extending along the free edge of the landing, or by a steel 
skeleton, consisting of raking piece, and upright and 
horizontal bars riveted to the shape of the steps. A dose 
moulded outer string of reinforced concrete is often u.se*i to 
give strength to open-newel stairs. 

Sometimes a network of iron bars and cross rends is uacd 
after the manner described for floors, and this metbed is to 
be recommended on account of its strength and the preven- 
tion of utter collapse in the event of a severe fire. 

The treads can be formed with Hawksley's patent wood- 
block treads, ifason's “ Unwearable ” metal treads, or 
Doulton s silicon treads, Ac., or, as is done in many parts 
of Spain, with tiles kept in position by a stout wood riser. 
The riser may be finished with cement, tiles, marble, Ac. Or 
the treads and risers may be faced with wood, so that the 
stairs can scarcely be distinguished froin an ordimiry flight. 
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P?\‘ and Cj:i. Cost ol. B. W. Byelaws — London C. 0. Byelaws — 

Building-Frames — Concrete posts and slabs — Lascelles's slabs — 
Voids — Wood in concrete — Flues — Pipes — Absorbence and 
norositv — An angle-turret — Chimneys — Hollow walls — Thick- 
n-^ss of walls — Eetaining walls. Formula XIII. (Table XXX.) — 
Cracks — External treatment: 1. Facing-concrete, 2. Ptougb 
rroweEing, 3. Stucco, 4. Colour, 5. Rough-cast, 6. Sgrafidto, 7. 
••Ealf-timber'' work. S. Brick and stone, 9. Tiles, &c. 

Peg A^’D Con. — T he use of concrete for the walls of build- 
ing’s has not extended as rapidly as was anticipated by men 
vrho wrote and spoke about the material twenty or thirty 
vears s.20. Several causes have combined to hinder archi- 
vers from adopting it. Xotably among these are the 
dangers arising from its manufacture by careless workmen 
and nns cm piilous contractors, the difficulty and expense of 
moulding it to curved or irregular forms, and the bald 
appearance and imlovely colour of the material itself. 

The erection of a concrete building is an event requiring 
a fresh study of nearly every detail. The insertion of brick 
or stone quoins and window dressings, or of projecting 
features of any kind, is fraught with difficulty. The points 
of attachment for joinery, Ac., must be considered before 
the walls are begun. And in a hundred ways thought must 
be exercised or the building may prove more or less a 
failure. 

Other objections to concrete vralls are their homogeneity 
and hardness, which render the hanging of pictures and the 
fixing of plugs difficult tasks, and ^yhich make alterations a 
costly afiair (this last is raised as an objection sometimes, but 
may perhaps be regarded as an advantage). The ease with 
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certainly a point against them. Bii: it ii.ay be iail, ' ii tiie 
contrary, that good concrete is c *m:derably It-ss j>cr.’i»i;Ks 
than brickwork and some kinds of stone, stronz*.-!* aiiu iiiore 
durable, and, under certain cireuinstancLS iiiUch ciiC'ai.er. 

Cost. — ^Tlie matter of cost, however, is one which cannot 
be settled o5*-hand ; so much *Iepends uj'on the distance 
which brick or stone, or, on the other hand, the coucrcte 
materials, may have to be brought, and upjii the price of 
these materials ; upon the cost of skilled and unskilltd 
labour ; upon the simplicity or complication of the plan of 
the proposed building, and the detail of its elevations, and 
so on. At one time, it was customary to talk volubly of 
the great economy of concrete over brickwork or stonework, 
but over and over again contractors have shora by their 
tenders that they have thoTight quite otherwise. 

Engineers certainly find it economical to employ coiicreto 
for marine-walls, breakwaters, dock-walls, and the like, but 
these are vastly different from the walls of buildings ; the 
concrete is in large masses, and requires, in comparison with 
its bulk, very little framework, whereas in buildings the 
walls are thin, and the cost of the framework (including 
labour in fixing and removing), especially if the plan is 
irregular, amounts to a considerable sum per cubic yard. 
Again, on the sea-beach, engineere are provided with suit- 
able sand and gravel or shingle, for the merely nominal 
cost of getting it ; sometimes the aggregate required in 
buildings must be brought from a distance, and must be 
broken and w^hed before it is fit for use. Engineers, too, 
make use of a concrete in the backing of retainiug-walls, 
and in the hearts of dock-walls, •ire., much inferior in quality 
to that which is required in the walls of buildings : in those 
positions, 1-to-lO and l-to-12 mixtures are far from un 
common. 

yL B. W. Byelaws. — Up to IS 72 the Mttn:*politaii 
Board of Works forbade the use of concrete for the walls of 
buildings, but in that year it was agreed to grant licences fur 
its use on special application being made and under curtain 
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conditions. In 1885, however, an action was brought against 
a builder, and it was decided by the magistrate that con- 
crete walls did not contravene the byelaws of the Board, and 
therefore that special licences were not required. In con- 
sequence of this decision, byelaws to regulate the erection 
of concrete walls were passed and came into force in 1886. 
These byelaws have been modified (in 1891) by the London 
County Council 

London C. C. Byelaws. — ^The following are the byelaws 
now in force in the Metropolis : — 

“ Whenever concrete is used in the construction of walls, 
the concrete shall be composed of Portland cement and of 
clean Thames or pit ballast, or gravel, or broken brick or 
stone, or furnace clinkers, with clean sand in the following 
proportions, viz., one part of Portland cement, two parts of 
clean sand, and three parts of the coarse material, which is to be 
broken up sufficiently small to pass through a two-inch ring. 

“ The proportions of the materials to be strictly observed, 
and to be ascertained by careful admeasurement ; and the 
mixing either by machine or hand to be most carefully done 
with clean water, and, if mixed by hand, the material to be 
turned over dry before the water is added. 

“ The walls to be carried up regularly and in parallel 
frames of equal height, and the surface of the concrete filled 
in the frame to be left rough and uneven to form a key for the 
next frame of concrete. 

“ The thicknesses of concrete walls to be equal at the least 
to the thicknesses for walls to be constructed of brickwork 
prescribed by the 12th section of the Metropolitan Building 
Act, 1855, and the first schedule referred to therein. 

“ Such portions of concrete party-walls and chimney-stacks 
as are carried above the roofs of buildings to bo rendered 
externally with Portland cement.” 

The chief difference between these regulations and those 
previoi:sly in force is in the proportion of the ingredients. 
In the earlier regulations, the concrete might consist of one 
part of cement, and eight parts of sand and broken material, 
and these two might be measured together, so that really 
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the cement and aggregate would be in the ratio of about 
1 to 11 if the ingredients were measured separately. The 
new regulations have made a startling change in this respect, 
insisting upon a ratio of 1 to o. 

Some needlessly detailed provisions about measuring the 
ingredients, grouting, flue-cores, «i:c. have been omitted in 
the new bye-laws. But strangely enough, the quality of the 
cement, which is really the most important consideration, is 
entirely neglected in the new r^ulations as it was in the old. 

BriLDixo-FBAiTES- — In Chapter L, a short outline of the 
development of concrete building in England was given, and 
mention was made of several patents which had been taken 



Figs. 49 & 50. — Elevation and Section of Bmlding-Prame for 
Concrete Walls. 


out for concrete-building appliances. Many of these have 
alien into desuetude, and others are not often used 

The principal parts of all building-frames for concrete 
walls are the “ standards ” and the shutters ” or movable 
panels. The standards are usually of wood, sometimes of 
iron, and are of any convenient length. We do not think it 
necessary to enter into the details of the different patented 
apparatus ; it will be sufficient for us to explain the common 
system, which, after all, will usually prove best and most 
economical. See Figs. 49 and 50. 

Standards, SS, are bolted together in pair^ the space 
between them being the thickness of the intended wall. 
These are then set perpendicular at distances of from 6 ft. 
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.o 12 ft., according to the length of the wall. The standards 
it the angles of the building must be bolted together 
iiagonally. All the pairs of standards are kept in position 
jj means of stays nailed to stakes in the ground, or in 
some other manner, and are also tied together longitudinally 
Dy means of pieces of wood, such as slater’s laths, nailed 
from pair to pair, on each side of the wall. Great care 
should be taken that the standards ai-e perfectly perpendicu- 
lar and in line, as on them the straightness of the future 
wall depends. 

Sometimes the standards are omitted altogether, and the 
walls formed by means of panels only, but this enhances 
the difficulty of constructing the walls quite straight and 
rertical a" description of an apparatus of this kind is 
given on page 312. 

The “shutters ” or movable panels, PP, are usually made 
of 1 in. or 1^ in. boards nailed to ledges along the back, 
and smoothly planed on the face. Sometimes thin sheet- 
iron is nailed on the face of the boards to protect them from 
the wet concrete, but this is scarcely necessary, as it 
increases the cost without corresponding benefit, and renders 
the panels more difficult to shorten or alter in any way. 

To prevent the adhesion of the concrete, the faces of the 
panels are frequently covered with a coat of oil or soft 
soap. Cases have occurred in which soft soap used in this 
way has prevented the setting of the cement, but perhaps 
an excessive quantity was used. Sometimes crude petroleum 
is used instead of soap. The panels should be well cleaned 
immediately on their removal from the wall, and if this 
be thoroughly done, no further preparation need be made. 
When the concrete is to be faced with stucco or other 
material, a smooth face is neither necessary nor desirable. 

The panels are, like the standards, bolted together in 
pairs by means of wrought-iron bolts, BB, passing through 
turned hardwood cores or distance-pieces, CC, which regulate 
the thickness of the wall ; these cores are made to taper 
slightly, in order that they may be the more easily driven out 
when the concrete has set. 

The width of the panels is usually such as to allow a 
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layer 18 in. deep to be deposited at one operation, but in excep- 
tional cases they are made for the deposition of 24 in. layers. 

When the standards are all in position, the panels are laid 
between them, and secured by means of fillets, FF, nailed 
to the standards. Panels should be provided sufBcient to 
enclose the whole length of walling intended to be formed 
in one day, as otherwise the concrete will be strained by the 
removal of the panels in less than twenty-four hours. When 
some of the panels have been fixed in position, the concrete 
may be mixed, deposited within the frames to the full depth, 
and rammed, and so on, until the day’s allotted task is 
complete. 

When the circuit of the building has been made, work is 
recommenced at the same pair of panels as on the first day. 
These are removed by withdrawing the bolts ; their faces 
are scraped clean of all cement^ <kc., and the panels are re- 
fixed on a higher level, the lower row of bolts in the panels 
now passing through the cores of the higher row in the 
previous layer. As the work proceeds, other panels are 
taken down and refixed until the second layer is complete. 
No panel ought to be removed in less than twenty-four 
hours, for Portland-cement concrete. The holes left after 
the cores are withdrawn must be completely filled with 
cement mortar (1 to 2). 

Eansome’s apparatus for solid concrete walls (Fig. 51) is 
simple and ingenious. Each shutter is formed of three 
boards 5J in. by in., with 6 in. by | in. by 16 in. 
ledges nailed on the back. A hole f in. in diameter is 
bored through the shutter at the centre of each ledge. The 
standards are 3 ft. 6 in. long, formed with two side pieces 
5J in. by in., and two 3 in. by | in. packings between 
the ends, so that a continuous slot, 3 ft. long by f in. wide, 
is left between the side pieces. The shutters are set up in 
pairs (two shutters on each side of the wall), and are 
bolted together with f in. bolts passing through the 
standards as shown. Each bolt is fitted at one end with 
an adjustahle collar having a projecting lug, which is 
placed in the slot of the standard to prevent the turning of 
the bolt, and at the other end with a cast-iron washer and 
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hand-nut. When one layer of concrete has properly set, 
the lower bolts of the standards are withdrawn by means 
of a lever ; the standards are then pushed up to the next 
row of bolts, and the lower set of planks is removed and set 
in place upon the upper set. The scaffolding and hoisting 
tackle are supported on reversed troughs, 5| in. wide by 
5 1 in. deep, constructed of in. boards, to which 2 in. by 
j in. wrought-iron bands are screwed. These troughs are 
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Fig. 51. — ^Ransome’s apparatus for building concrete walls. 

laid on the tops of the standards as shown. One of them is 
fitted with two rings, to which the blocks supporting the 
scaffold are attached ; the other is fitted with a socket in which 
the crane-jib revolves. The concrete is hoisted in the iron 
bucket, which is 10 in. wide, 18. in. long by 9 in. deep (in the 
middle), and is swung on hooks and fitted with a latch so that 
the contents can be rapidly tipped between the shutters. 

Recessed joints to imitate masonry are formed by means 
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of horizontal and vertical triangular fillets K nailed to the 
outer shutters. Where the edges of two shutters meet, the 
joint is formed as at L, the edges ah and cd being bevelled 
to prevent the edges of the planks from springing in. To 
prevent cracks in such walls, through-joints are formed at 
intervals from base to summit bv means of sheet-iron plates 
S ; each of these joints is arranged to fall on one of the 
lines of vertical-recessed joints, so that in the first, third 
and fifth courses the through-joint extends to the face of 
the wall. In the second, fourth and sixth courses, recesses 
3 J in. deep are formed opposite the through-joints by means 
of cores, and concrete blocks are afterwards inserted to match 
the other work, and to give the appearance of proper bond. 

L-Shaped Tiles. — writer in Indian Engineering has 
pointed out an ingenious but simple way of building concrete 
walls without shutters and frames. The invention consists 
in the use of terracotta or other tiles of L-shaped section, laid 
along the two faces of the wall, thus L J > space between 
is filled with concrete, and another course of tiles is then laid 
to break joint with the course below ; and so on. The faces of 
the walls are by this method finished in a durable manner ; 
and the system has the further advantage of allowing the 
insertion of projecting features in any part of the building, 
without any of the difficulties which occur when shutters are 
employed. The Cockrill-Doulton patent tiles, which are now 
made by Messrs. Doulton & Co., are of this type. 

Concrete Posts amd Slabs. — At Croft one or two 
cottages, &c., have been built with square concrete uprights 
containing grooves, into which 2 or 2 J inch concrete slabs 
(like flags) are fitted. The horizontal joints of the slabs are 
tongued and grooved. The houses are said to be comfortable, 
but it is not a system of building which can be recommended 
except for outbuildings. 

Lascelles’s Slabs. — Lascelles’s system is applicable in 
country districts where bye-laws do not insist on solid walls. 
It “ consists in fixing by nails or screws, through holes in 
each comer, thin slabs of very strong concrete on both sides 
of a skeleton wood partition, and finishing by a thin coat of 
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plastering,” “ Fish-scale slabs,” 3 ft. by 2 ft., of a red colour 
are moulded on the face to imitate weather-tiling. 

Voids. — In monolithic walls the openings of windows 
and doors, including the necessary re- 
yeals, must be formed with wood 

' . lid &u» 

framing, which must be kept from 
bulging inwards by suitable struts. 

The temporary lintels must be sup- m/!/ 

ported on props, the props resting on 
wedges by which their removal is facili- ' - ‘ ^ 

tated. The head of an opening may be Fig. 62.— Temporary 
chamfered by means of a triangular 
fillet, F, nailed to the outer lintel, L. crete wall. 
Permanent lintels, either of wood, iron, 
or stone, or brick or stone arches, are unnecessaiy, but 
Mr. Potter recommends the insertion of wrought-iron bars 
(caulked at each end), a few inches over all openings, as 
these help to prevent the unsightly cracks which some- 
times occur in concrete walls.” 

Wood in Conceete. — The insertion of wood bricks or 
bond-timber into concrete walls cannot be recommended, as 
they are sure to swell with the moisture, and may afterwards 
become loose, or eventually rot. It is always better to use 
breeze-bricks (made from Portland cement, coke-breeze, (fee.), 
or Thompson’s “ Brickwood ” fixing-blocks. These hold nails, 
and are not liable to swelling or decay, or to damage by fire. 
To prevent the ends of wood joists, purlins, blocks, &c., where 
such are used, from becoming loose after the concrete has 
dried, they are usually set with large nails, which are left 
projecting an inch or more, and so get a hold in the concrete. 
Or the ends of the joists can be built into earthenware or 
stoneware joist-boxes, which are embedded in the concrete. 
Or soft bricks can be built into the concrete where required 
to receive the joists, and when the concrete has set and the 
panels have been removed, the bricks can be cut out and 
the joists inserted. In many cases the upper walls are 
thinner than those below, and the joists can rest on plates 
laid on the ledges thus formed. 

Flttes. — ^Flues for smoke and ventilation may be formed 
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by wooden cores, wiiich are made collapsible in order that 
they may be easily withdrawn. But it is always far better 
to form the smoke-flues by means of earthenware or stone- 
ware pipes; these may be ordinary circular drain-pipes, 
socketed or unsocketed, or may be special flue-pipes of 
circular, elliptical, or oblong form, the oblong form having 
rounded comers. Combined smoke-and-air flues of various 
sections can be obtained from several makers, and these are 
well adapted for building into concrete chimney-breasts. 

One of Benison's patent smoke-receivers may with 
advantage be built into the concrete over each fire-place 
opening. These are blocks of fire-clay, shaped like wide 
shallow keystones, and through each is a hole for the smoke, 
large at the bottom and tapering upwards to the size of the 
flue above. 

Pipes. — ^Pipes for water, gas, waste-water, &c., should 
never be built into concrete walls, on account of the difficulty 
of repairing them in case of leakage. Chases can easily be 
formed in walls where required to receive such pipes, and the 
front of these can be finished afterwards with wood casing. 

Absorbexce anb Porositt. — Good concrete is much less 
absorbent than ordinary bricks, while in brickwork there is 
the further disadvantage that the joints (if of lime-mortar) 
are easily penetrated by water. Bad concrete, however, 
cracks and admits driving r*.' ' easily. Mr. Payne summed 
up the discussion which followed the reading of his paper 
on “ Concrete as a Building Material,” by saying, “ Some 
five speakers have averred that concrete is wet, condenses 
water, shrinks, cracks, and contracts, while ten declare 
that it does not condense water, does not shrink, nor crack, 
nor take up damp.” 

Mr. Payne also wrote to a number of persons who had 
had a large experience in concrete building, and their 
testimony was to the effect (1) that concrete houses are 
wanner and drier than brick or stone ones, and can be 
sooner occupied ; (2) that concrete does condense moistiure 
(so also do brick and stone), but that plaster rendering 
inside overcomes the objection; and (3) that concrete 
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made v:ith good air-slaked Portland cement does not 
shrink.^ 

An Angle-tubbet. — ^A n instance of concrete building 
\Yas given bj Colonel Lumsden in the same discussion. 
The walls of certain additions to his own house, an old 
Aberdeenshire castle, were built of concrete, 15 in. thick 
up to the first floor, and 12 in. above ; at one comer a 
hanging turret about 6 ft. in diameter, was constructed 
with walls 9 in. thick, the supports under it being 
removed at the end of a week. The concrete was com- 
posed of one part Portland cement and six parts gravel, 
vairing in size from a pea to a hen’s egg, and was after- 
wards skimmed outside with a coat of cement mortar, J-in. 
thick (3 cement to 5 sand), 

Chdineys. — ^The chimney-stacks of concrete buildings 
and even chimney-tops are often formed of concrete, but 
it is always advisable to form the flues in concrete chimney- 
stacks with fireclay tubes in order to mitigate to some 
extent the great variations of temperature, which would 
cause contraction and expansion, and consequently cracks 
in the material A still better course is to build the 
stacks entirely of brickwork 

Concrete has also been used occasionally for large 
chimneys from boilers. The mateiial, however, does not 
appear to be able to withstand the severe heat of a 
chimney as well as good brickwork does, but cracks after 
a time. The first example in this coimtry was designed by 
Mr. H. H. Wake, and built at Sunderland for the Kiver 
Wear Commissioners. Its foundation was a bed of con- 
crete 12 ft square and 6 ft thick, deposited on “made 
ground” consisting of sand and town-rubbish. The base 
of the chimney was 24 ft 9 in, high, 7 ft 6 in. square 
outside, and 4 ft square inside, and lined with fire-brick. 
Above the base was a moulding 21 in. high, and from this 
rose an octagonal shaft 30 ft. high, 15 in. thick at the 

* Apparently contraction during setting and hardening is here re- 
ferred to ; this mnst not be confounded with the contraction and 
expansion due to changes of temperature. 
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bottom, and 9 in. at the top. The concrete for the base 
consisted of 1 part Portland cement and 8 parts shingle 
and sand, that for the shaft of 1 part cement and 5 parts 
gravel and sand \ rabble stones were also packed into the 
concrete as it was deposited. The chimney was finished 
externally with a J-in. coat of cement and sand (1 to 1), 
“ divided into ashlar.”* 

Hollow Walls. — Hollow concrete walls have frequently 
been built in order that the internal face of the walls may 
be perfectly dry, and of more uniform temperature. They 
may be formed by inserting in the required position between 
the shutters a 2 in. or 3 in. plank tapering slightly in 
thickness, from the top edge to the bottom; the taper 
facilitates the removal of the plank. When the plank has 
been withdrawn, metal ties are laid across the cavity, as in 
hollow brick walls, and on these ties the plank rests during 
the formation of the next layer. For wider cavaties, hollow 
cores or double shuttering may be used, and the two parts 
of the wall may be united at intervals by concrete withs, 
as shown in Fig. 64. 

TmcKs'ESS OP Walls. — ^There is no doubt that good 
concrete walls are stronger than good brick walls; but 
such is the danger of concrete being scamped, that the 
regulations of the London County Council (mentioned 
above) require the thickness of concrete walls in buildings 
to be equal, at the least, to the thicknesses for brickwork 
prescribed in the “Building Act” Mr. Slater’s opinion of 
monolithic a>ncrete walls is that they “ are really stronger 
than brickwork, drier and more cheaply built, but great 
care must be taken in the preparation of the concrete : 
the cement must be of the best, the aggregate must be 
broken to the proper size, and the whole thoroughly well 
mixed. If these precautions are taken, the thickness of the 
walls may be about twenty per cent less than with brick ” t 

* Paper bj Mr. R. M Bancroft, read before the and, Mechani- 
cal Engineers' Society, 1875. 

t John Slater, B.A.. in Carpenters^ Hall Lecture on ** Concrete,” 
March 17, 1SS6. 
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Swimming-baths. — Concrete is now largely used for the 
walls and floors of swimming-baths. Fig. 53 is a section 
through the wall, floor, and gangway of such a bath. In 
this case a passage is shown around the bath under the 
gangway; this allows convenient access to the various 

pipes, &c. The gang- 

f "way itself may be 

. ? I -^^7 i ^ ^ A formed with a solid 

I ^ ^ concrete floor or with 

/.v| iron or steel joists 

'•* V-S I (resting on the bath 

I wall at one end and 

/ 

R /«o 1 building at the other) 

P|#i - • 1 1 surrounded with oon- 

^ Crete. This floor will 

p-. SfcSMB®jrapesaF? give additional sta- 

c*^**'®" <2*, • bility to the wall of 

1 V ^ i — ? bath is shown to 

pass from the chan- 

into the facing of the 
wall at A, by means of a pipe, into the concrete channel 
at B. The latter discharges into a manhole or intercepting 
trap outside the building. 

The concrete for the walls and floors of baths should be 
carefully proportioned! so as to be as homogeneous as 

possible, and should be covered with a coat of cement 
mortar (1 to 1 or 1 to 2). After this has been done, the 
bath should be filled with water, and thoroughly tested as 
to ite imperviousness. If this* be perfect, the floor can be 
finished with strong glazed tiles, bedded iu cement mortar 
and grouted, and the walls can be lined with single glazed 
bricks, also bonded with cement mortar and grouted. The 
thickness of the floor of the bath will depend largely on 
the nature of the ground ; it ought to be strong enough 




Fig. 53.— Section through WaU and Floor 
of Swimming-bath. 
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to prevent unequal settlement^ as this might cause cracks 
in it and consequent leakage. 

Retaining Walls. — Concrete is excellently adapted 
for retaining walk* It may be used alone or in con- 
junction with a facing of stone or brick. The thickness of 
retaining walls varies not only according to their height, 
but also according to the nature of the ground behind 
them. The formulas usually adopted for calculating the 
strength of brick or stone walls may safely be used for 
concrete. The following constants and formula are ex- 
tracted from Rivington’s “Xotes on Building Construc- 
tion,” Part lY., to which valuable work the reader is 
referred for further information. 

The values of K and w are given as follows for different 
kinds of ground : — 

Table SXX.— Constants for Retaining Walls. 


1 Nature of Ground. 

K. 

ip.t 

dry and fine 

•35 to *40 

[SO] 

wet 

very wet 

•44 

•39 

1 [90—110] 

Vegetable Earth^--^ 

•41 

90 

dry and consolidated . . 

•26 

... 

moist 

•29 to -20 

... 

very wet 

•52 

110 

^Zoamy Earth— ^ and consolidated 

•33 

SO— 100 

! Clag—diy 

•41 


j damp, but well drained 

■29 

120 

1 wet 

•53 


Gravel— cLetm | 

•27 

[100] 

containing sand ^ 

•44 

112 

Loose Shingle 

•33 

1 [100] 


i 


• See Fig. 5S, p. 329. 

t The valnes of w iuserted in brackets are not given in Sivington’s 
‘‘ Notes.” 
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Let T = thickness of wall with both sides vertical, 

H = height of the wall, 

W = weight of a cub. ft. of the wall, 

„ „ „ earth behind the wall. 

Then for walls with hoth sides vei'tical, 

T = K X H (XIIL) 

The weight of different kinds of concrete was given in 
Table XX., page 181 ; 8 to 1 Portland-cement concrete 
(well compressed) weighed 144 lbs. per cub. ft. with 
granite as the aggregate, 142 lbs. vrith ballast, 130 lbs. 
with Portland stone (and strong sand-stones will give 
about the same result), 131 lbs. with flints, and 129 lbs. 
with pottery. 

For walls with vertical face and with sloping or offset 
hack, the mean thickness may be six-sevenths of the thick- 
ness calculated by the formula. 

For walls with haUered face and vertical hack, the mean 
thickness may be six-sevenths of T for a batter of 1 in 12, 
four-fifths of T for a batter of 1 in 8, and threefourths of it 
for a batter of 1 in 6. 

These calculations are all for walls to support ground 
level with the top of the wall If the wall is carried 
higher than the ground, the added weight of the upper 
part will allow the lower to be made correspondingly 
thinner. If, however, the ground slopes up from the top 
of the wall, the additional thrust of this superincumbent 
material will require the wall to be correspondingly 
thicker. The methods of calculating the thickness of such 
“surcharged revetments” will be found in Rivington’s 
“ Notes,” and in several other text-books, and need not be 
stated here. 

An example, showing the use of formula XIIL, may be 
advantageous to the student. 

Find the thickness of a concrete waU 12 ft. high above 
the footings, required to support a bank of gravel and 
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sand; the concrete to be composed of Portland cement, sand 
and gravel Then according to the Table, K = *44, and 

= 112 lbs., W = 142 lbs., and H = 12 ft. 

Putting these figures for the letters in the fonnula, we get 

(1) with face and hack vertical {Fig, 54), 

T = -44 X 12 X , /\11 = 4-68 ft. 

V 142 

(2) toith vertical face^ and sloping or offset lack {Fig. 55), 

T = ^ X 4-68 = 4-01 ft 

(3) with vertical hack, and face hattered 1 in 8 {Fig. 56), 

T = i X 4-68 = 3-74 ft 

0 

These waUs are shewn in section in Figs. 54, 55, and 56. 

Cracks. — ^To prevent cracks from expansion and con- 
traction, in long retaining walls, a thin strip of wood or 
plate-iron 3 in. or 4 in. wide, is introduced edgeways into 
the face-concrete eveiy 20 ft. or 30 ftw, and is withdrawn 
before the concrete has properly set \ this forms a kind of 
joint, which may be afterward ffled with mortar. 

In the case of large concrete tanks (say, more than 15 ft. 
long) the walls should be protected as much as possible 
from changes of temperature by forming them underground 
or by filling around them with earth ; under such circum- 
stances no fear of cracks from contraction need be enter- 
tained. Concrete for tanks should contain sufficient sand 
and fine aggregate to render it homogeneous, and should 
be well rammed, but in addition to this it should be rather 
rich in cement and finished with a thin coat of cement- 
mortar or neat cement. Sometimes large underground 
reservoirs have been formed of concrete, with concrete piers 
at intervals supporting arched concrete ceilings. The 
whole structure can then be covered with earth, and by 
this means protected from great and sudden changes of 
temperature. 

r 
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External Treatitext. — the concrete is veil made 
with fine aggregate of a suitable nature, and if the shutters 
are smooth and true, a good finish can be obtained 
without any surface coating. Recessed joints may be 
formed as explained on page 312, and the faces of the 
blocks may be tooled, pitched, picked, or finished in other 
ways, exactly like ashlar. 

1. Facing-concrete * — This was first used by Mr. T. Dyke, 
who, in 1869, began the extension of the breakwater at 
Etoilepool with common concrete hearting and superior 
facing. The latter consisted of one part Portland cement 
and four parts whinstone, broken in a Blake’s crusher to 
^in. gauge. The face of the wall was outlined with 
standards and shutters, and within these, at distances of 
9 in. and 18 in. in the alternate layers, internal partition- 
boards were placed and kept in position by distance pieces 
extending from them to the shutters. The common con- 
crete was deposited and rammed within the internal parti- 
tion-boards, while immediately afterwards the face-concrete 
was deposited and rammed between the partition-boards and 
the shutters. The partition-boards were then withdrawn, 
and the two concretes were united by ramming along the 
line of junction. Each layer of concrete was 9 in. thick. 

In 1874 Mr. Bemays adopted the same plan at Chatham, 
using a 1 to 12 concrete for the hearting or backing, and a 
1 to 6 for the facing ; the latter consisted of 1 part Port- 
land cement, 2 parts sand, and 4 parts iron-furnace slag 
broken in a Blake’s crusher to about f-in. cubes. The 
appearance of the walls is, says Mr. Bemays far from 
unpleasing either in texture or colour, the surface being 
« invariably left with all imperfections, as it appears on the 
removal of the shuttering.” Mr. Bemays has also used 
facing-concrete (without plastering) for the walls of water- 
tanks, pump-wells, 4:e., and for the exposed surfaces of 
coping, steps, curbs, paving, and building-blocks. The 
coping, which had a cross-section of 4 ft x 2 ft, con- 
sisted of 1 part Portland cement and S parts gravel, faced 
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on the top and two sides with a 2-in. coat of cement and 
broken granite (1 to 2). The building-blocks, which 
measured 18m.x9in.x6 in., were composed of cement 
and gravel (1 to 10), faced 1 in. thick with cement and 
fine gravel (1 to 4). The surface of the coping, curbs, &c., 
is much improved by being dressed with a diamond-pointed 
hammer j “it is then difficult to distinguish the concrete 
from real granite.” 

In all eases of facing, the two kinds of concrete should 
be put in as nearly as possible simultaneously, in order 
that they may set into one mass. 

2. Roughrtrowelling . — ^Most frequently, the concrete walls 
of buildings are finished with some kind of stucco or rough- 
cast. Mr. Potter recommends for common work the 
system of “rough trowelling.” When the concrete has 
thoroughly set^ a stiff mortar of Portland cement and clean 
sharp sand (about 1 to 3) is applied with a plasterer’s 
handfloat, and “ is thoroughly worked into the crevices of 
the concrete, but leaving no body or coat on the surface.” 
After being smoothed with water and a distemper-brush, 
the work is complete. 

3. Stucco . — proper coat of Portland cement and clean 
sharp sand (1 to 2 or 1 to 3) is most frequently employed 
for the external faces of concrete walls. The surface of 
this stucco can be finished in different ways; if a wood 
float, or a float covered with felt, be used, the sand is 
brought to the surface, and a rough texture is the result ; 
if a steel float or trowel be us^, an exceedingly smooth 
surface can be obtained ; if after floating with the steel 
trowel the surface be finished by dabbing the trowel on it, 
a medium texture is obtained. The stucco can be orna- 
mented by impressed designs, by raised stencilled patterns, 
by moulded cornices and architraves, and in other ways. 

4. Colour . — ^Attempts have been made to give variety to 
stucco by mixing different colouring matters with the dry 
material, but in all such attempts there is a danger of the 
setting properties of the cement being injured, and the 
further disadvantage that the stucco may prove very 
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uneven in colour. Considerable variety could safely be 
given by the use of different coloured sands; but^here 
these are not available other substances would have to be 
tried. Mr. Rowland Plumbe savs that a dark red colour 
can be obtained by the use of purple-brown (oxide of iron), 
light red by Venetian red, blue by German ultramarine, and 
black by black manganese ; the proportion he recommends 
is one cement, two sand, and one-tenth colouring matter. 

Colour effect can also be obtained by means of good 
washable distemper such as the well-known “ Duresco,” or, 
of couKe, by painting, but the expense of continual colour- 
ing and painting would be a drawback to the use of 
concrete and stucco. 

5. Eoughrca ^. — ^The good effect of a ‘^rough-cast” of pink 
and grey granite chips on the bridges at Croft has already 
been mentioned. When rough-cast and “ rough-trowelling ” 
are adopted, the angles of the buildings and of all voids 
are sometimes finished with plain or moulded bands of 
cement a few inches wide, unless “artificial stone” or 
other dressings are employed. 

6. Sgraffito . — Sgraffito work is another method of 
decorating a concrete wall It was tried at South Kensington. 
A wall was covered with Portland cement coloured black, 
and on this a thin coat of Portland-cement stucco was laid, 
in which the design was scratched. After some years 
moisture got between the two coats, and the outer one 
peeled off. Sgraffito has, however, been successfully 
employed in other buildings, especially in small panels, 
pediments, ifcc. 

7. Salf-timher work — The attachment of oak or other 
wood face-boards about 1 in. thick to the face of con- 
crete walls, in imitation of half-timber work, has been 
advocated and tried. The panels thiis formed can be 
finished with stucco or rough-cast. The face-boards can be 
attached to fixing-blocks inserted in the concrete as it is 
being deposited. This mode of decoration seems to be the 
outcome of a prize offered by The Building Xeics some years 
ago for the best design for a concrete villa. 
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Of course, it Tvill be said that this method of decoration 
is a sham ; so, \re maj say, is much of the “ half-timber 
■work ” used nowadays, for it is frequently merely a way of 
facing a brick walJ. And, indeed, if we will be honest with 
ourselves, we must confess that shams exist largely in all 
our buildings, and, as a rule, the richer the building the 
greater the shams. But a great deal of rubbish has been 
spoken and written on this same subject of shams. 

Sometimes the panels of proper half-timbered structures 
have been formed with concrete, temporary face-boards 
having been screwed to the framework to receive it. The 
sides of the framing should be grooved to afford a key for 
the concrete. 

8. End and Stone , — ^Many concrete walls, especially 
dock-walls and other heavy engineering vrorks, are faced 
with brick or stone bonding into the concrete ,* in the case 
of brickwork, it may be laid in groups of courses about 
18 in. deep, the groups being alternately (say) 9 in. and 
18 in. on bed. For the walls of buildings, a 4J-in. brick 
facing has sometimes been used, tied to the concrete by 
means of hoop iron, or other metal ties. 

A new kind of brick has just been invented for facing 
concrete walls, and for forming the soffits of arched concrete 
floors. The bricks are known as Shoppee’s patent^ and 
their peculiarity consists in having dove-tailed grooves at 
the back, which form a key for the concrete behind. 

9. Tiles, (tc , — ^The exterior of concrete walls may be 
covered wholly, or in parts for the sake of variety, with 
ordinary roofing tiles secured to laths, which may be nailed 
to fixing-blocks. 

Some of the forms of artificial stone, such as modelled 
panels, balusters, finials, coping, &c., furnish a ready means 
of decorating concrete buildings. So also do tiles of 
various kinds, plain or ornamental, glazed or unglazed ; 
modelled and moulded panels of terra-cotta can also be con- 
veniently inserted. Prof. Aitchison mentions a palace in 
Berlin which is faced with unglazed paving tiles, and has 
window-di*essings of majolica, and a frieze of glass-mosaic. 



CHAPTER XXV- 

CONCEETE BLOCKS, ARTIFICIAL STONE. &C. 

In engineering TOrks, concrete blocks of enormous size 
are sometimes used, and, emplored in this way in the sea, 
they have several advantages over concrete deposited in 
sitiu But for buildings, concrete blocks must necessarily 
be small, and they are therefore veiy expensive when com- 
pared with monolithic concrete. 




Fig. 57. — Concrete Blocks for Scarborough Sea-wall. 

For facing the walls of promenades and sea-walls, concrete 
blocks of moderate size are often employed, as these have a 
better appearance than the plain surface of concrete as left 
by the shutters. The joints between the blocks also allow 
for expansion and contraction, and so prevent cracks from 
disfiguring the walls. Blocks have the further advantage 
that, as they are kept some time before being placed in posi- 
tion, any defective concrete is discovered during that time. 
Fig- 57 shows the concrete blocks used in the face of the 
Scarborough sea-wall.* The blocks measure about 
24 in. X 12in. X 12 in., and have triangular grooves in 

* See Paper by 3Ir. VThateley Eliot in Proceediags of the. InsU 
€. 1S90-1, part iiL 
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their ends, and a chamfer in. wide around the face of 
each \ they were made of 1 part Portland cement, 2 parts 
sand, and 4 parts shingle, faced at the same time 2 in. thick 
with 1 part cement and 2 parts shingle, passed through a 
J-in. sieve and having all fine sand removed. They were 
kept one month before being placed in the wall, and were 
then set, in alternate courses of headers and stretchers, in 
Portland-cement mortar (1 to 2); the joints were well 
grouted, and in this way the blocks were dowelled together 
by means of the triangular grooves. 

*The river-wall adjoining the Thames at Fulham is of 
concrete, faced in part with concrete blocks. The wall is 
9 ft. thick at the base, IS in. at the coping, and about 
20 ft. high. Above the river-bed it is faced with concrete 
blocks. The work was well described by its designer, Mr. 
J. P. Norrington, the Surveyor to the Yestiy of Fulham, in 
a paper which was read by him to the members of the 
Incorporated Association of Municipal and County Engineers, 
and printed in The Builder for March 11, 1893. The 
accompanying figure is reproduced from The Builder. The 
concrete in mass was specified to consist of 1 part Portland 
cement (severely tested, and stored in bulk for 21 days), and 
5 parts Thames ballast, mixed with dean water from a 
water-company^s supply, as Thames water would not be 
allowed. The blocks were to have a facing 6 in. thick, com- 
posed of 1 part Portland cement and 3 parts Thames 
ballast passed through a f-in. sieve ; the remaining portions 
of the blocks were to be of 1 cement and 5 ballast passed 
through a 1 4-in. sieve. They were to be cast in wood moulds 
of the shape shewn in the drawings, the parts of the moulds 
fashioning the faces and chamfered edges of the blocks to be 
“ of planed and well-oiled American white wood.” A dove- 
tailed-shaped groove was to be formed “ on each side of each 
block,” so that grout (1 cement and 1 sand) could be run 
in to form a dowel. In filling the moulds great care was 
to be taken that the two kinds of concrete did not “ mix,” 
while at the same time “ the combination of the two layers 
into one block ” was to be “ perfect.” The blocks were to 
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remain in the moulds for not less than 7 daj^ and were to 


be stacked (in such a 
manner that air could 
pass freely around 
them) for a further 
period of 21 days be- 
fore being used. 

The concrete mass 
forming the base of the 
wall was to be depo- 
sited in layers not 
more than 24 in. thick, 
and a V-shaped grip or 
groove 12 in. wide and 
12 in.* deep was “to 
be left or formed in 
the middle, so as to 
form a key to the nest 
layer,*' 

The blocks were to 
be laid in courses, 
alternately 15 and 21 
in. on bed, each being 
laid in cement mortar 
(1 to 3) ; the joints 
were not to exceed J in. 
in thickness, and were 
to be pointed with neat 
cement. Each course 
of blocks was to be 
backed up with the 
mass concrete as soon 
as possible. 

“ It was found,** said 
]^Ir. Norrington, “that 



Fig. 6S. — River- Wall at Fulham facetl 
with Concrete Blocks. 


the faces of the blocks 


* This is as printed in Tlie Builder, hat it is probable that it Is an 

error, and that the depth should be 6 in. 
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when first made were full of small holes, owing to the air 
imprisoned in the process of filling the moulds, and they 
have all been rubbed with grit stone and trowelled over 
with a little fine sifted neat cement Only sufficient cement 
has been used so as to fill up the holes, and no additional 
face has been put on the blocks.” 

These “ pinholes ” are frequently seen in concrete blocks 
of all kinds, but they are caused by using too much water in 
the concrete, a common fault, — and not by imprisonment of 
air, as Mr. Norrington suggests. 

Concrete blocks have also been used in the form of 
voussoirs for large railway arches and the like. The 
Wallabrook Yiaduct on the Plymouth, Devonportand South- 
West Junction Railway has seven arches, each 50 ft. span, 
built of concrete voussoirs ; the concrete consisting of 1 part 
Portland cement, IJ parts sand, and 4 parts broken stone. 
The Shillamill Yiaduct on the same railway has twelve 
semi-circular arches of similar span and construction.* 

Many patents have been taken out for concrete building- 
blocks of various kinds, Z-shaped, hollow, <kc., but they are 
not often used, chiefly on account of their cost. Building 
by means of blocks is expensive for two reasons, — ^the 
blocks cannot be of lai-ge size, and they require skilled 
labour to lay them. 

Concrete “dressings,” however, are largely made, and can 
be used in combination with concrete deposited in mass. 
Steps, muUions, transomes, heads, sills, string-courses, 
panels, &c., moulded and enriched as required, can be 
obtained in various coloxu’s, — ^red, buff, brown, and grey. 
Concrete blocks of this kind are frequently known by the 
name of artificial stone, or by some special name. Some of 
the buff varieties look, at the first glance, like natural 
sandstone. 

Artificial stone is true in line, and much of it is extremely 
durable. Inferior kinds often shew fine “hair-cracks,” 
which are caused by the use of cement not sufficiently 
air-slacked, or by excess of cement in the surface-coat. 

* The E/tgineer, May 30, 1890. 
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The Tariety of uses, to \rhich concrete or artificial stone 
has been put, is surprising. There are Allen’s concrete 
lintels, Edwards's concrete joists and studs, Brandon’s 
“ Stone-Felt ” fire-proof dooK, and other examples, all con- 
taining iron rods to give additional strength. There are 
also concrete sinks, drinking-troughs, ridge-tiles, and even 
telegraph poles, the last being tapering tubes, the walls of 
which are formed with wire netting embedded in concrete 
about an inch thick. In America and Germany hollow 
concrete blocks have been used for fire-resisting floors. 

Indeed a quite bewildering number of patents for artificial 
stone have been taken out, but not many of them have been 
successful or profitable. 

TTe may just mention the artificial stone of Messrs. W. 
H. Lascelles & Go., known as “ Lascelles’ Concrete,” which 
has been used by many eminent architects, including Mr. 
■Waterhouse, Mr. Christian, and Sir A. W. Blomfield. It is 
made in three colours, — red, buff, and grey, — and can be 
obtained in the form of ba astrades, cornices, plinths, 
copings, sills, heads, columns, pilasters, finials, and indeed in 
nearly every form for which stone can be employed. 

The Croft Granite, Brick and Concrete Co. also makes dif- 
ferent kinds of architectural features and dressings, in various 
colours. Among other things, they manufacture small 
coloured tiles with impressed patterns, suitable for wall 
decoration. One kind of tile is reaUy of considerable 
artistic merit ; it is made of Portland cement and the finest 
dust formed in crushing their syenite. These, together with 
a small quantity of colouring matter, are mixed and 
thoroughly pressed into a polished metal mould which has 
a very slightly impressed floral design. 

The resultant tiles, which are about 12 or 15 in. square, 
ring almost like potteiy when struck, and have a smooth 
shining surface with the floral design in the lowest possible 
relief. They can be used for the panels of dadoes, chimney- 
pieces, kQ. 

The same company makes concrete posts about 9 in. 
square, to fit into concrete sockets which are embedded in 
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the ground j holes are left through the posts to receive 
wrought iron pipes. These make a fiim and durable fence. 
The posts cannot rot like wooden ones, and do not require 
painting. 

^Messrs. F. Eosher & Co. issue a large catalogue contain- 
ing many excellent examples of their artificial stonework, in 
the form of balusters and other architectural features, 
fountains, statues, vases, tc, 

Messrs. Fambrini <ib Daniel, of Linco! , make an 
“imperishable red concrete,” and mould it into a large 
variety of architectural features, such as cornices, strings, 
modelled panels. 

The manufacture of artificial stone, however, although it 
is invariably a kind of concrete, and most frequently a Port- 
land-cement concrete, is beyond the scope of this work. 

Fire-resisting Partitions . — Concrete blocks are frequently 
used in the construction of fire-resisting partitions. Plaster 
of Paris is more commonly adopted than Portland cement, 
as it is cheaper and lighter. A light aggregate is also 
selected, such as coke-breeze, and in some cases saw-dust 
is added or small fragments of cork. Many of these parti- 
tion-blocks have been patented, the principal difference 
being in the method of jointing. In the “Mack” partitions, 
the blocks are 6 ft. long and 12 in. high, and range in 
thickness from 2 to 4 inches. Semi-circular grooves are 
formed in the edges of the slabs along the two ends and 
one side, and a convex tongue along the other side. The 
horizontal joints may therefore be described as tongued 
and grooved : the vertical joints are grouted with plaster, 
which fills the circular hole formed by the two adjacent 
grooves. In some of the Mack slabs, reeds are embedded 
horizontally to reduce the weight, and to render the parti- 
tions more sound-resisting. In some kinds of slab, holes 
are formed at intervals throughout the entire length. 

In H. Gust & Co.’s “Fireking” partition, which has 
recently been tested with satisfactory results by the British 
Fire Prevention Committee, the slabs are of plaster of 
Paris and coke-breeze in equal proportions, and the surfaces 
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of Diuirer. The edges are grooved and eorru^ared, 

bur the principal feature of this parririon is the re- 
inforcement of iron 'vrires. In the case of a nartition 
between two brick walls, holdfasts are driven or luiir 
into the brickwork, and horizontal wires are attached 
to these at the levels of the bed joints or the slabs: 
short vertical wires are attached to the horizontal wires 
at the end joints, the slabs being laid "to break 
joint.*’ The wires are laid in the grooved edges of the 
slabs, and are entirely embedded in the plaster used in 
making the joints. For attaching the horizontal wires to 
iron or steel columns and stanchions, the metal is tapped 
and a screwed eye inserted. Special arrangements are 
adopted for angles, openings, drc. An important advantage 
of this method of ccnstriiction is that the weight of the 
partition is almost wholly supported by the walls to which 
it is connected. 

Monolithic concrete partitions are built between wooden 
shuttering in the manner described for walls. Partitions 
of this kind, reiniorced with horizontal and vertical wires, 
are sometimes only 2 in. thick. 



GriAPTER XXYL 

AHMOUriED OE REINFORCED COXCHETB. 

1. Introductory. 

In preYiGus cbapters mention has been made of some 
of the methods adopted for increasing the strength of 
concrete structures br mea.ns of iron or steel rods, bars, 
or mesh work, but it may be useful to give, in a separate 
chapter, a fuller account of this important subject. 
Various names have been suggested for this type of con- 
struction, the most important being Armoured Concrete ” 
and Reinforced Concrete ” ; neither is entirely satisfactory, 
but the latter is, perhaps, the better of the two. ‘‘Ferro- 
concrete "* is a more descriptive name, which is sometimes 
used. The terms are restricted to combinations of concrete, 
and iron or steel, in which the metal is used in small sections 
disposed in such a manner as to give the greatest increase 
of strength wdth the smallest amount of material. We 
have seen that concrete oners a much smaller resistance to 
tension than to compression, and as a rule, the iron is 
inserted in that part of the concrete which will be subjected 
to a tensile stress, the part in compression being left with- 
out any reinforcement. Occasionally, however — as in 
columns and walls — the resistance of the concrete under 
compression is also increased by inserted metal. When this 
method of construction was introduced, fears were expressed 
that such dissimilar materials as concrete and iron would 
not work in harness together, but it has now been demon- 
strated that the fears were greater tha.n the case warranted. 
The practical application of the theory of reinforcement 
during the last ten or twenty years, both in Europe and 
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America, has clearly shown that the two materials can with 
safety and economy be used in conjunction, and that each 
will bear its proper share of the load, if due precautions are 
taken. Reinforced concrete is not only stronger than 
concrete alone, but has a greater deSection before rupture, 
and therefore does not fail under heavy loads without 
warning j it is also less liable to collapse in case of fire. 

2. Beams, Floors and Roofs. 

Stresses and Heinforcement , — In a beam snpported at the 
ends, the lower portion is in tension and the upper in 
compression. The tension reinforcement will therefore 
be required near the sofi&t. The thickness of the concrete 
below the reinforcement will be largely governed by the 
degree of fire resistance desired. 

In a beam fixed at one end only (f.e., a cantilever), the 
upper part is in tension, and the tension reinforcement 
must be near the upper surface. 

In a beam fixed at both ends, the lower portion is in 
tension in the central part of the span, and the upper 
in tension near the supports. If such a beam is uniformly 
loaded, the points of change from lower to upper tension 
(known as the points of contra-flexure) will be at a distance 
of i of the span from each support. The position of the 
points will, however, vary with unequal loading. In beams 
of this kind, it is customaiy to continue the lower tension- 
rods to the points of support, and to insert upper tension- 
rods from each support to a distance of about three inches 
beyond the nearest point of contrarflexure. 

In beams continuous over one or more points of support^ 
a similar variation of the stresses occurs, the points of contra- 
flexure varying with the number of the supports and the 
distribution of the load. It is therefore necessary to insert 
upper tension-rods extending over the supports to (or rather 
beyond) the points of contra-flexure, in addition to the lower 
tension-rods, w^hich take up the tension in the central 
portions of the spans. 
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Short rods are sometimes inserted at the points of 
support to give additional resistance to the shearing 
stresses. 

Floors are generally regarded as beams fixed or supported 
at the two ends, no allowance being made for any increase 
of strength due to the supporting of the two sides. This 
method of calculation is adopted because the reinforcement 
is not, as a rule, equally strong in both directions, and also 
because the increase of strength due to the fixing or 
supporting of the sides still requires elucidation ; in square 
slabs, the increase of strength will be considerable, if the 
reinforcement is equally strong in both directions, but the 
more the width is increased in proportion to the span, 
the less will the increase be. It is safer to regard floors 
as beams, and to insert the tension-rods in the positions 
indicated above. 

Stuart's Armmred Concrete , — ^In the Monier system, 
which was one of the earliesl^ round iron rods are used, but 
before MonieFs invention was known in this country, a 
similar method of reinforcement had, it is said, been adopted 
by Stuart’s Granolithic Stone Co. Many of the floors 
constructed by this firm have been a source of wonder to 
architects and others, who were under the impression that 
the floors consisted of concrete only ; the fact is that they 
were reinforced with iron rods. Numerous tests have been 
made of reinforced Granolithic, but the most instructive 
are those carried out (on behalf of Sir Benjamin Baker 
and his partner, Mr. Basil Mott) for the London Central 
Bail way Co. Eight beams were tested in 1903-4, namely, 
six with round rods, one with expanded metal, and one 
with barbed wire. The last proved to be a failure. The 
tests with round rods are given in Table XXXI., Nos. 1 to 6 ; 
Nos. 1 to 4 consisted of one part of cement to three parts 
of crushed granite (by measure), reinforced with six §-in. 
round tension-rods of the same length as the beams, and 
with similar rods 1 ft. 6 in. long laid transversely and 
wired to the longitudinal rods with No. 22 gauge wire ; in 
No. 5 four parts of crushed granite were mixed with one 
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part of cement, and nine ^-in. rods 7 ft. 6 in. long and eight 
5 ft. 6 in. long ’were used ; 2s o. 6 was similar in every respect, 
except that carefully-prepared Thames ballast was used 
instead of crushed granite. 2so. 7 is the record of a reinforced 
Granolithic beam tested in 1904 by David Kirkaldy and 
Sons; it was composed of cement and crushed granite 
(1 to 3), and was reinforced with three |-in. round rods in 
the upper or compression side and six f-in. square rods in the 
lower or tension side, the latter being in two planes, four 
near the soffit and two above. In order that the figures 
may be more conveniently compared with those in preceding 
tables, I have converted the breaking loads into cwts. ; I 
am also responsible for all the figures in columns 4, 10, 11 
and 13. 

The co-efficients or constants in column 13 of Table XXXI. 
may be compared with those for simple concrete beams, 
given in Table XXII., pp. 190 — 191, but the enormous 
increase of strength due to the reinforcement will be more 
correctly appreciated by comparison with the following 
record of tests of Granolithic beams in which iron was not 
introduced. Six Granolithic paving slabs were tested by 
Kirkaldy in 1902 ; the clear span was 24 in., mean breadth 
2 3 ‘8 5 in., mean depth 2'1 in., and mean central breaking 
load 2,173 lb. Allowing for the weight of the material, 
we obtain 3*66 as the mean value of G, which is less than 
one-eighth of the lowest value for the reinforced concrete. 

It will be useful to ascertain if the breaking weights 
recorded in Table XXXI. coincide with the results obtained 
by theoretical calculations on the lines indicated in 
Chapter XTII. The tensile strength of the concrete will 
not be taken into consideration. The crushing strength of 
Granolithic has been tested by Kirkaldy at various times. 
The mean of six tests of 2-in. cubes was 217 tons per 
sq. ft. We wiU assume that the crushing resistance 
of good Granolithic at the age of the beams tested is 
200 tons per sq. ft., or (say) 3,000 lb. per sq. in. 
This is the maximum stress on the upper side of the 
beam ; the mean stress will he one-half, namely, 1,500 lb. 

z 
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per sq. in. The tensile resistance of the steel i^ods 
is about 30 tons, or 67,200 lb. per sq. in., and as 
the rods are of small diameter and in one plane, the full 
resistance is available. In the tests numbered 1 to 4, 
the total sectional area of the six longitudinal rods is 
5 sq. in. If the neutral axis is assumed to pass 
through the centre of the beam, the area under compression 
will be (for beams 1 and 3) 19 in. x in. = 23^ sq. in., 
and the available resistance to compression will be 23^- sq. 
in. X 1,500 lb. = 35,625 lb. The ultimate resistance of 
the tension-rods will be | sq.in. x 67,200 lb. = 44,800 lb. 
As these resistances are unequal, it is probable that the 
position of the neutral axis does not accord with the 
assumption. 

To find the position of the neutral axis, we will assume 
that the centre line of the tension-rods is at one-sixth of the 
depth measured from the soffit upwards, = *416 in. Let 
= the distance of the neutral axis from the upper 
surface of the beam ; then, the breadth of the beam being 
19 in., (compression) 19 a? x 1500 lb. = (tension) 
44,800 

44,800 lb. and a? = ^ 1560 ~ 

The centre of pressure in the compression area is § of 
1*572 in. = 1*048 in,, above the neutral axis, and the 
centre of the rods is 2*5 — 1*572 — *416 = *512 in. below 
the neutral axis. The arm of the couple is 1*048 -f *512 
= 1*56 in., and the moment of resistance is the product 
of this and one of the resistances, thus, compression^ 
19 X 1*572 X 1500 X 1*56 = 69,891 inch-lb., or 
tension, § X 67,200 x 1*56 = 69,888 inch-lb. 

The bending moment of a beam uniformly loaded, and 

supported at the ends is and as the bending moment 

equals the moment of resistance, we obtain the follow- 
T , . . AY xS4 

ing equation, L bemg 84 in., ^ = 69,886, and 


W = 


69,888 X 8 
84 


6,656 lb. = 59*4 cwt. 


z 2 



340 


CONCRETE, 


This is almost exactly the same as the actual breaking 
■freights recorded in column 1 1 of the Table, namely, 59 cwt. 
for beam Xo. 1, and 60*2 for No. 3. 

In the case of beams 2 and 4, 'wrhich are only 2 in. 
thick, the neutral axis, if the same method of calcula- 
tion is adopted, vill fall within the thickness of the 
rods. As the rods are inserted merely for resisting tension, 
the beams are not con'ectly proportioned, unless we have 
over-estimated the tensile resistance of the steel or under- 
estimated the compressive resistance of the concrete. 
Assuming that the neutral axis touches the upper side of 
the rods, we find that the breaking weight will be 39*1 cwt., 
if calculated from the resistance of the concrete, and 
42*5 cwt, if calculated from the resistance of the rods. 
In a theoretical investigation, the smaller of these would 
be assumed to be correct. It accords very closely with the 
actual breaking weight of beam No. 2. The theoretical 
breaking weight of 42*5 cwt., the larger of the two 
mentioned above, would be obtained from the concrete, if 
its resistance to compression were 12 per cent, more than 
the 1,500 lb. per sq. in. allowed in the calculations. This 
is a very small difference in the case of such a variable 
material as concrete. But even if this additional resistance 
is admitted, the theoretical breaking weight of 42*5 cwt. is 
about 10 per cent, less than the actual breaking weight of 
beam No. 4, which certainly gave exceptionally good results. 

Beams 5 and 6 were prepared and tested for the pur- 
pose of comparing the strength of granite and Thames 
ballast, the result being in favour of the latter. The 
ballast was carefully washed, the excess of sand being 
eliminated, and the hints being broken and screened 
through a |-in. mesh sieve. 

Test No. 7 shows that reinforced concrete is adapted for 
use in the form of lintels and girders. The reinforced beam, 
12 in. broad, 15 in. deep, and with a clear span of 10 feet, 
broke under a load of about 37 tons, and is therefore equal 
in strength to a rolled steel joist 9 in. X 4 in. x 21 lb. 
per foot 
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Reinforced concrete beams are now employed in the 
construction of floors. A floor of this kind was made by 
Stuart's Granolithic Stone Co., and tested by W. H. 
Thomas, M.Inst.O.E. The slab measured 19 ft. 2 in. x 
13 ft. 1 in. X 3 in., and was supported on all sides with 
clear spans of IS ft. 6 in. longitudinally, and 12 ft. 2 in. 
transversely. Under the centre of the slab, transversely, a 
reinforced concrete beam was fonned, 9 in. broad, and 
13^ in. deep below the slab. The floor was first loaded 
on May 18th, 1894 ; on June 28th, under a distributed 
load of 15 tons, the deflection at the centre of each bay 
was ^ in . ; on July 4th, load 20 tons, deflection ^ in . ; 
on July 9 th, load 37 tons, deflection § in. ; on October 9 th 
the load was increased to 64 tons. The weight of the 
slab and binder was “about 5 tons,” so that the total 
distributed load was 69 tons, or 6*1 cwt. per sq. ft, and 
this load was carried without failure. The details of the 
reinforcement are not stated. 

The “ Eansojne ” Floors. — ^In the United States of America 
this type of construction has been largely adopted, but before 
considering what may be termed “ coffered " floors, it will 
be well to continue the subject of flat slabs. In 1884 
Ernest L. Ransome patented Ms system of reinforcing con- 
crete with twisted iron. The advantages claimed for twisted 
iron are that it cannot be drawn through the concrete, and 
that the cold twisting increases the tensile strength of the 
iron to a considerable degree. Experiments have shown 
that the strength of |-in. square commercial iron is increased 
about 17 per cent, with two twists per lin. foot, and about 
25 per cent, with six twists per foot. The figures adopted 
by the Ransome and Smith Co. in their calculations are 
20,000 lb. per sq. in. for the safe load on twisted iron in 
tension, and 500 lb. per sq. in. for the safe maximum load on 
concrete in compresson. It is stated that “ the margin of 
safety in the use of concrete has been made unnecessarily 
large ; it was thought best to err on this side rather than 
the other, in order to meet the varied quality of materials 
used throughout the United States.” Table XXXll. has 
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been compiled from the tables issued by the company. I 
have checked some of the figures in the manner already 
described, and have found them correct. The “ depth ” in 
column 5 is the distance from the top of the concrete to 
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the centre-line of the tension-rods ; the “ thickness ” in 
column 6 is the total depth or thickness of the floor. The 
calculations appear to hare been based on the assumption 
that the neutral axis passes through the centre of the 
“ depth,” and the tensile resistance of the concrete below 
the neutral axis has been neglected ; the slabs are calculated 
as beams, supported at the ends only. The safe loads in 
column 1 are the loads which the floors will safely bear in 
excess of their own weight. The concrete should be com- 
posed of cement and aggregate in the proportion of 1 to 3, 
if the cement “ will develop a tensile strength of 350 lb. 
per sq. in. in 14 days; if a weaker cement is used, the 
quantity should be proportionately increased.” The aggre- 
gates, which are recommended, are the following (“ about 
in the order of merit ”) : Hard limestone, hard clinker 
brick, hard broken pottery, granite or basalt, hard clinkers, 
broken flint or other hard rock, and gravel. Dirty or soft 
clayey rock should be avoided. “ The aggregates should be 
broken so as to pass through an inch ring, and the fine 
dust removed by washing or screening (washing preferred); 
in mixing add sufficient water to bring the mass into a soft 
pasty condition, and tamp it thoroughly into place.” In 
ad lition to the tension-rods extending in the direction of 
the span, auxiliary rods are laid at right angles (i.e., parallel 
to the supported ends), at distances of about 3 ft., these 
rods being J in. square for loads up to 125 lb. per sq. ft., 
and i in. square for heavier loads. 

The Eansome coffered or panelled floors (Fig. 59) are an 
interesting development, and are considerably stronger 
than flat floors containing the same amount of material. 
Table XXXIII. has been compiled from the tables issued 
by the Eansome and Smith Co. The calculations can be 
made in the manner already described, the concrete web being 
neglected. The tension-r^s are 2 ft. 6 in. from centre to 
centre, and it is most convenient to consider the floor as a 
series of beams, each containing one tension-rod. Let us 
take for an example the floor 12 ft. span, carrying a safe 
load of 125 lb. per sq. ft. The thickness of the upper slab 
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is 2 ia, as stated in the table, and the breadth from centre 
to centre of the panels is 2 ft. 6 in. The tension-rod is 
f in. square, and the “ depth ” from the top of the slab to 
the centre of the rod is 8*5 in. The sectional area of the slab 
is therefore 30 in. x 2 in., but the resistance to compression 
would probably be over-estimated if the whole of this were 
assumed to form part of the beam ; as a rule, therefore, the 
breadth of the beam is assumed to be as shown by the 
shaded portion of Fig. 60, one-third of the breadth of the 
slab on each side of the central line being omitted. In 



Fig. 59. — Panelled Floors reinforced with Ransome’s Twiited Iron. 


this case the breadth is 21 in. We therefore obtain the 
following safe resistances : 

G(mpression^ 21 in, X 2 in. X — = 10,500 lb. 

Tension, | X | X 20,000 lb. = 11,250 lb. 

The centre of pressure in the slab is at a distance of 
one-third of its thickness from the top, namely, f m., 
and the arm of the couple is therefore 7^ in. Take the 
smaller of the two resistances, and we obtain the following 
equation : — 


10,500 X 7f 

^ _ 82,250 X 8 
li4 


= 82,250, 
= 4,569 Ibt 
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This is the total safe load, and must be divided by the 
area of the floor supported by the beam to obtain the load 
per sq. ft. — 

— ^ = 159 lb. per sq. ft. 

12 X 2-5 

Deduct from this the dead weight of the floor as stated 
in the table, namely, 33 lb. per sq. ft., and the safe load 
which can be placed on the floor is shown to be 119 lb. 
If the calculation is based on the resistance of the iron, the 
safe load works out to 130 lb. per sq. ft. 



Fig. 60. — Detail of Eansome’s Panelled Floor, 


The following proportions are observed for the web ; the 
distance from the centre of the bar to the soffit of the web 
is twice the thickness of the bar, the width at the bottom 
is three times the thickness of the bar, and the width at 
the top is 1 in. more. The concrete is 1 to 3, as de- 
scribed for the flat floors. Special moulds are of course 
required for forming these floors, and the first portion of 
the concrete is deposited in the web up to the level of the 
tension bar, which is then laid and tamped down into 
the concrete, and the remaining concrete is immediately 
deposited. Transverse webs reinforced with smaller twisted 
rods (J in. square for floors where the main rods do not 
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exceed 1 J in. square, and i in. square for stronger main 
rods) are formed at distances ranging from 2 ^ ft. to 5 ft. 
The twisted rods in the webs of panelled floors are gene- 
rally secured by means of a number of J-in. rods, each of 
which is loosely bent in a spiral form around the tension-bar, 
and turned up at the ends to within J in. of the surface of the 
floor ; the ends of each rod are about a foot apart, and an 
interval of one foot occuk between the successive rods 
throughout the length of the tension-bar. Sometimes the 
coffers are exposed to view, the webs being plain or moulded 
in a simple manner. Flat ceilings may also be formed 
under the floors; in one method, shown in detail in 
Fig. 59, wood plates are laid on the centring under 
the webs, and the concrete is deposited around the coach- 
screws fixed in the upper surface of the plates. To these 
plates the wood or metal lathing is attached. Details of 
floors of this kind up to 60-ft. span are given in the 
Eansome publications. 

The I^ew Expanded Metal Company $ Floors . — In this 
system, as in those already described, the tensile strength 
of the concrete is reinforced by metal, but the metal is in 
the form of a network, which is made by cutting slits in a 
sheet of steel and expanding it laterally. The meshes 
commonly used in floors are 3 in. wide and 8 in. long, but 
the strands of metal range from in. x in. to 
i in. X J in. or more, according to the span and load. 
The longer axis of the mesh is laid in the direction of the 
span, 2 .e., from support to support, and the metal should 
overlap the supports where possible. The side joints 
in the sheets should also be overlapped 3 in. The 
expanded metal is placed on the temporary centring, and 
lightly nailed to it where necessary. It is recommended 
by the company that the concrete should be composed of 
one part of the best Portland cement to four parts of 
“ clinker, brick, slag, stone, granite, &c., broken to pass a 
f-in. mesh sieve, and having about 30 per cent, of fine 
stuff in its measure,’’ the materials to be turned three times 
dry, and three times after water has been added. If the 
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concrete is “thoroughly well scraped, spaded and tamped 
down into the meshes/’ it is said that the expanded metal 
will be lifted “into its ideal position, namely, about Jin. 
from the [lower] face of the concrete.” The temporary 
centring may he “ lime- whited, washed with soap water, or 
covered with oiled paper, to prevent the concrete adhering 
to it; the oiled paper gives the best results, and can be 
easily stripped off after the centring has been struck.” 

The expanded metal is of such a form that it cannot 
possibly be drawn through the concrete, and the labour of 
laying it is very little. That the metal greatly increases 
the strength of the flooring has been clearly proved. In 
1896 beams 24 in. wide and 3 in. deep were tested by 
Messrs. Fowler and Baker. The concrete in all cases was 
composed of one part Portland cement, one part sand, and 
tuo parts Thames ballast passed through |-in. meshes, and 
with all the sand screened out. In one series, the spans 
were 78 in., and in the other 42 in. The tests were not 
very exact, as the loads consisted of rails weighing 6 cwt. 
each. The breaking weights give the following values of 
C for use in the Formula II., p. 193 : — Beams without 
expanded metal, 2*7, 2'7, 2*94, 2*94; Beams with expanded 
metal, (1) strands ^ in. X in., 17*33, 17*33, 12*57, 
20*44 ; (2) strands in. X ^ in., 18*95, 18*95, 1:7.*S2, 

22*19. There was “no appreciable deflection” in the 
concrete beams, but the reinforced beams deflected from 
in. to in. before rupture. The age of the beams 
ranged from 63 to 77 days. For the smaller strands the 
ratio of metal to concrete was as 1:219, and for the larger 
as 1:131. Two tests were made by Mr. James Mansergh, 
the concrete being composed of one part cement and four 
parts broken rock (f-in. gauge) and sand: span 81 in., 
breadth 48 in., depth 6 in.; age when tested 88 days: 
value of C for concrete 4*54, and for reinforced concrete 
(J in. X in. strands) 18*64. The deflection of the 
concrete beam w^as “not observed” ; that of the reinforced 
beam was J in. Other tests, made by a committee of the 
Northern Architectural Association, gave more curious 
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results. All the beams were 42 in. wide, but those con- 
sisting of concrete only were 8 in. deep, and the reinforced 
beams 5 in. deep; the spans were 96 in., 7S in. and 60 in., one 
beam of each kind being tested for each span. The values 
of C for the concrete beams were 0*SS, 0*91 and 2*33, and 
for the reinforced beams (strands J in. X in.) 17-34, 
19*63,* and 12*00.* The concrete was somewhat weak, 
having only one part of cement to five parts of “ ordinary 
Tyne ballast.” Other tests were made with thinner beams 
of 1 to 3 concrete, and gave the following results : for 
concrete only, 2*03 and 1*85 ; for reinforced concrete 
(strands J in. x | in.) 26*13 and 18*68. In the last 
series the ratio of metal to concrete was as 1 : 144, and in 
the first as 1 : 160. All the beams were nearly four months 
old when tested. 

In calculating the strength of floors containing expanded 
metal, it is necessary to bear in mind that there are two 
strands of metal for each 3-in. mesh, making eight 
strands in each foot of breadth. It has been said that, as 
the strands run diagonally and not directly from support 
to supportj they are subject to considerable shearing 
stress, which reduces their tensile resistance one-half, but 
this view does not appear to be borne out by the tests. 

In the company’s catalogue it is said that the sectional 
area of the steel should be J per cent, of that of the 
concrete, the No. 9 sheets with - 5 ^ in. X in. strands 
being recommended for 3-in. concrete. No. 8 with J in. x 
J in. strands for 4-iD., and No. 30 with f in. X ^ in. 
sti*ands for 9-in. Theoretical investigations and actual 
tests show that the sectional area of the metal is too little 
to balance the resistance of the concrete, and better results 
would be obtained by using a greater percentage of metal. 

A slab of concrete 16 ft. square and 7 in. thick, 
supported on all sides to give a clear span of 15 ftw in each 
direction, and reinforced with one layer of Na 10 sheeting 

* These are calculated from the maximum loads applied, which 
did not rupture the beams ; tie true values of 0 are, therefore, higher 
than those stated. 
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having 3-in. meshes and J in. X ^ in. strands, was 
tested at Glasgow in 1903 by Messrs. A. T, Walmisley, 
J. P. Allen, and A. H. Morton, and failed under a dis- 
tributed load of 56 tons 11 owt. The fact that the 
fractures radiated “ from the centre to the angles of the 
square” seems to show that the supporting of all the 




NO. 2. —FLAT CEILING CONSTRUCTION. 


Fig. 61.— The Columbian Systems of Fire-resisting Flooring — 
Longitudinal and Transverse Sections. 


sides increased the strength, but the test would have been 
more useful if a beam of similar design and materials had 
also been loaded to rupture. 

Tests of two beams (mentioned above) containing the 
same reinforcement, and of nearly the same thickness but 
of inferior concrete, yielded a constant of 18, and from 
this the breaking weight of a beam of the same dimensions 
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as the unsupported portion of the slab (namely, breadth 
15 ft., length 15 ft, and depth 7 in.) may be approxi- 
mately ascertained by means of Formula IL, p. 193, 
namely 59 tons. Deduct from this the ■weight of the 
slab (say) 9 tons, and the remainder of 50 tons is the 
amount of the load in excess of the dead weight. This is 
so nearly equal to the load which fractured the slab, that 
we may conclude that the supporting of all the sides did 
not materially increase the strength, or that the slab was 
either badly made or strained before the load was applied. 

The * ** Columbian ’’ System . — In this system the tension 
members are ribbed bars, having a vertical web and one or 
two pairs of lateral ribs. Fig. 61 shows two types of 
floors. In Xo. 1 the main joists of steel are encased with 
concrete, the concrete soflSt being cast in slabs and secured 
by steel plates embedded in them and turned over to clip 
the lower flanges of the Joists. In Xo. 2 a flat ceiling is 
formed by means of 1-in. ribbed 
bars slightly bent at the ends and 
supported on the lower flanges 
of the steel joists, which are not 
more than 7 ft. apart ; a wooden 
centring is placed below the bars, 
and a concrete ceiling in. 
thick is formed around the bars 
and under the joists. Open- 
ings are left in the concrete 



Fig. 62. — Stirnip for Sup- 
porting Ends of the 
Columbian Ribbed Bais. 

openings are afterwards 


ceiling, so that the interior 
centring required for the floor 
above can be removed ; the 
closed with concrete slabs. One 


of the peculiar features of this system is the method of 
suspending the ends of the ribbed bars in stirrups placed 
over the steel joists ; the slots in the stirrups are varied to 


* The fact that expanded metal offers less resistance in a direction 

across the meshes than longitudinally probably accounts in a great 
measure for the strength of the slab being so little in excess of that 
of a beam of the same dimensions. 
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suit the different sections of bars, one form being shown in 
Fig. 62. The ribbed bars are made in the following sizes : 
1, 2, 2J, 3J, 4 and 5 in. deep, and are usually placed 
24 in. from centre to centre ; the depth of the concrete 
is IJ in. more than that of the bars, except for 
1-in. bars, where the concrete is 3 in. deep. It is said 




Fig. 63,— The Hennebiqne System of Reinforced Concrete. 


that l-in. bars will carry safely a distributed load of 
125 lb. per sq. ft. over a span of 7 ft,, 2-in. bars over 
a span of 8 ft. 3 in., and 2J-in. bars over a span of 9 ft., 
and that 3^in. bars will cany safely a distributed load 
of 200 lb. per sq. ft. over a span of 14 ft., 4-in. bare 
over a span of 15 ft., and 5-in. bars over a span of 16 ft. 

For sloping roofs the ribbed bars are laid from eaves to 
ridge, like the common rafters of a timber roof, the ends of 
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the bar* being bent to the horizontal and supported in 
stirrups laid over longitudinal steel joists. Mansard roofs 
have also been constructed in a somewhat similar way. 

The Hennelique System . — In this, as in the Mouier system, 
round steel tension-rods are used. Fig. 63 gives a general 
view of some of the details of this system applied to 
the construction of columns, beams and floors, together 
with a section through part of the panelled floor. The 
rods are kept in position by means of stirrups, and over the 
main girders there is an upper set of transverse rods in 
the beams of the panelled floor, similar rods being also 
placed in the main girders over the points of support. 

The Eggert System of flooring has square bars lying in the 
lower or tension part of the concrete throughout the greater 
part of the span, but bent upwards near the supports and 
turned over in hook-shape at the ends in the upper or 
compression part of the concrete. In some cases rods of 
different len^hs are used in the same floor, the longest 
rods being bent over on the supports, the shorter rods being 
bent over at some distance from the supports ; the quantity 
of metal is thus reduced. For small sjjans, special bricks 
are used in this system instead of concrete, while for larger 
floors, the bricks may be used to form the soffit, the concrete 
being deposited above them. 

Mueller, Marx Co. adopt a rather complicated reinforce- 
ment, consisting of parallel flat bars (on edge) extending 
from support to support^ and tied together by diagonal bars, 

thus : — ^ — — The principal bars are hooked 

over the upper flanges of 
rolled steel joists, or over 
rods secured to holdfasts 
built into the walls. The reinforcement is allowed to sag 
so that at the centre of the span it is near the soffit of the 
concrete slab, while at the ends it is in the upper half of 
the concrete. 

3. Columns and Walls. 

In columns the stresses are not entirely compressive; 



A A 
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there is also a tendency to rupture by swelling or bulging, 
and, if the load is eccentric, by bending or buckling. The 
reinforcement, therefore, must not be formed with vertical 
rods only, but these must be kept in position by horizontal 
ties. Some experiments by Coignet with different kinds of 
reinforcement show the importance of the horizontal ties 
very clearly. He made a number of circular concrete 
columns, 8 in. in diameter and 28 in. high, reinforced 
in various ways. The vertical rods were ^ in. in 
diameter arranged in a circle, 6 in. in diameter ; in series 

A, ring ties were placed inside the vertical rods ; in series 

B, the ring ties enclosed the rods and were attached to 
them I in series C, continuous spirals were used instead of 
the rings. The rings and spirals were of two kinds, the 
first of round rods J in. in diameter, and the second of flat 
bars f in. X in. The columns with round-rod ties 
were, on the average, rather more than 10 per cent, 
stronger than those with fiat bar ties. Those in series 
B and C were almost exactly equal in strength, and were 
nearly 10 per cent, stronger than those in series A. The 
total amount of metal was approximately 2 per cent, of 
the amount of concrete in all the tests, but was disposed in 
various ways ; in the first series there were ten vertical 
rods (equal to 1'58 per cent, of the concrete) and seven ties 
(*41 per cent. — total, 2 per cent,); in the second series, 
there were eight vertical rods (1"27 per cent.) and twelve 
ties ('71 per cent. — ^total, 1*98 per cent.) ; in the third 
series there were six vertical ties (*95 per cent.) and sixteen 
ties (*94 per cent. — ^total, 1*89 per cent.). The third 
arrangement proved the strongest, although the amount of 
metal was rather less than in the other cases ; the relative 
strengths were as follows : — First series, 100 ; secorid^ 131 ; 
third, 136. These tests show clearly the importance of 
the ties, and seem to indicate that the amount of metal in 
the ties ought to be approximately equal to that in the 
vertical rods. In- practice, the spiral ties would prove too 
costly, on account of the additional labour involved. The 
ring ties, placed outside the vertical rods and wired to them, 
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gave equally good results. Flat-bar ties may also be used, 
as in the Hennebique system (Fig. 63), ■where the round 
vertical rods are held in position by groups of four flat-bar 
ties holed to receive the rods. 

Concrete ■walls may be reinforced in somewhat similar 
ways. As a rule piers are built to form the principal 
supports under the floor-beams and roof-trusses, and are 
connected by thinner walls. In America, many large build- 

ings have 
been con- 
structed of 
reinforced 
concrete, an 
interesting 
example be- 
ing the 
A lab am a 
Hotel at 
Buffalo, 
New York 
(Mr. Carlton 
Strong, ar- 
chitect). In 
this the 
■walls are 
hollow as 
shown in 
Fig. 64, the 
total thick- 
ness being 

24 in. The outer portion is 8 in. thick for the first story, 
and diminishes by 1 in. for each of the upper stories ; as the 
building has six stories, the outer portion in the uppermost 
story is only 3 in. thick. The inner portion is 2 in, thick 
throughout^ and is tied to the outer by concrete withs, which 
are 3 in. thick where the vertical rods occur and in. thick 
elsewhere. The diagram shows an angle of the wall of the 
third story. The rods are of Ransome’s twisted steel, the 

A A 2 



Fig. 64. — ^The Ransome System of Reinforced 
Concrete Walls. 
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outer verticals (which are 15 ft. apart) being 1 in. square 
and the inner verticals J in. square * each pair of verticals is 
tied together by ^in. twisted rods, placed 12 in. apart 
vertically, and embedded in the concrete withs. Two l-m. 
horizontal rods are embedded in the walls at the level of 
each floor, the walls being built solid at these levels, except 
where flues for smoke and ventilation are required. The 



Fig. 65.— Grain-Siloes of Eeinforced Concrete at Galatz, Eonmania. 


floors are of the panelled type already described, and the in- 
ternal partitions are also of reinforced concrete. Externally, 
the concrete is moulded to resemble ashlar, the V-shaped 
Joints being formed as described in Chapter XXIV. 
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The walls of grain-siloes, cement-bins, &c., have also 
been constructed of ferro-concrete. In the Government 
granary at Galatz, in Eoumaiiia, the siloes are hexagonal in 
shape; the largest (143 in number) are 10 ft. 7 in. in 
diameter and 56 feet high, each having a capacity of nearly 
4,000 bushels or wheat, weighing about 100 English tons. 
Fig. 65 gives the plan at one angle of the building, and a 
detail of the angle-blocks and fiat plates. The angle-blocks 
are about 24 in. long on each of the curved sides and 
J metre (nearly 20 inches) high. The reinforcement 
consists of four tiers of round rods (nearly ^ in. in 
diameter) spaced at vertical distances of 4 in., each tier 
being arranged in the form of a triangle with concave 
sides and projecting beyond the concrete at the angles 
in the form of loops. The fiat plates connecting the 
angle-blocks are 39f in. high, and about 4f in. thick 
for the lowest 23 ft., 3^ in. for the next 16| ft., and 
3|- in. for the uppermost stage. As each silo in turn 
may be full whHe those adjacent to it are empty, and 
vice versd, the flat slabs will be alternately stressed from 
opposite sides. The reinforcement is therefore equal on 
both sides of the neutral axis, and is placed at about 
one-sixth of the thickness from each surface. For the first 
stage the horizontal tension-rods are nearly in. in 
diameter, and for the upper stages ^in., and across these 
are laid vertical rods (^ in. and in.) to form a 
network with meshes of about 4 in., the horizontal and 
vertical rods being wired together at the points of inter- 
section. In the middle of the thickness of each slab four 
round rods are inserted with projecting eyes at the ends to 
fit over the loops at the angles of the comer blocks. Round 
rods 1 in. in diameter are passed through the loops and 
eyes vertically to connect the angle-blocks and slabs. All 
the abutting edges of the blocks and slabs are grooved, and 
the joints made with mortar or concrete. The concrete 
was composed of one part of Portland cement, 1 J parts of 
sand, and 1|- parts of fine gravel (|- in. to f in.), the 
cement and sand being mixed together before the gravel 
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was added. A coat of cement mortar about J in. thick 
was applied to the surfaces of the concrete after erection 
and well trowelled. 

Eeinforced concrete has also been used in the construction 
of factory chimneys, retaining walls, dry docks, reservoirs, 
filter-beds, &c., but it is impossible in the space of a single 
chapter to give in detail examples of every kind of structure. 
Some information on the subject of reinforced concrete in 
foundations will be found in Chapter XVIII. 

4. Aeched Floors, Bridges, Sewers, (kc. 

Arched floors to sustain heavy loads are often constructed 
of armoured concrete. These are sometimes of uniform 
thickness, or rather thicker at the springing than at the 
centre, but in many cases the spandrels are entirely filled 
with concrete to form the floor-surface. The reinforcement 
is often double, consisting of an upper series of rods near 
the extrados, and a lower near the intrados, the two series 
being tied together at intervals. If full advantage of the 
arched construction is to be taken, the abutments must be 
rendered perfectly rigid by means of tie-rods or in some 
other manner. 

In the Expanded Metal Co.’s “Channel Arch Floor,” 
arched steel channels, rising about 1 in. per foot of span, 
are supported on the lower flanges of the main steel joists. 
The channels are 6 in. wide, weighing about 12 lb. per foot, 
and are placed from 4 ft. to 8 ft. apart, according to the span 
and load. The span may range up to 25 ft. Concrete span- 
drels are formed over the channels up to the level of the 
soffit of the slab floor, which is formed with expanded metal 
and concrete on temporary centring as already described. 

Eeinforced concrete has been largely used on the Continent 
for bridges, and to a smaller extent in this country'. 
Valuable information on the subject was given by Mr. E. P. 
Wells, C.E., in two lectiu-es delivered at the School of 
Military Engineering, Chatham, in l^Iarch, 1903, and 
published in Vol. XXIX. of the Professional Papers of the 
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Corps of Royal Engineers. The largest span described by 
ilr. Wells is that of the Bormida Bridge, near Millesimo, 
Italy, which has a clear span of 167 ft. 3 in. with a rise of 
1 6 ft. 5 J in. The bridge is constructed on the Hennebique 
system with four arched ribs 20 in. wide, and varying in 
depth from 3 ft. 7 in. at the springing to 1 ft. 7 J in. at the 
centre. Reinforced concrete pillars rise from the extrados 
of the ribs to support the table or deck, on which the 
material forming the road-surface is laid. The whole of 
the bridge, exclusive of the abutments, was erected in 
67 days, and was subsequently tested with a load of 
226 lb. per sq. ft. (or 268 tons for the entire span) when 
the deflection was only of an inch ; when the load was 
removed, it was found that there was no permanent set. 
Numerous illustrations and descriptions of concrete bridges, 
with and without metal reinforcement, are given in 
Mr. Wells’s lectures, and the reader interested in this 
branch of engineering will find them worthy of careful 
perusal. 

For large sewers and water conduits, reinforced concrete 
has been successfully used. In the Monier system, a 
network is formed by means of longitudinal and circum- 
ferential rods, wired together, the whole being embedded in 
concrete. The Columbian system differs from this princi 
pally in the shape of the longitudinal bars, which are 
similar in section to those used in the Columbian floors. 
Expanded metal is also used for the reinforcement, as in 
Fig. 65, which is a section of one of the conduits in con- 
nection with the Torresdale Waterworks, constructed for 
the city of Philadelphia. The internal dimensions are — 
width, 9 ft. 8 in., and height 10 ft.; the upper portion 
is a semi-ellipse, and the invert a segment of a circle joined 
to the ellipse by two circular segments of shorter radius. 
The thickness of the concrete at the springing of the semi- 
ellipse is 16 in., and at the crown 10 in. The expanded 
metal has a 6-in. mesh, with strands ^ in. in width, and 
is placed as shown by the dotted lines. The centring was 
in seven segments, covered outside with sheet-iron, which 



360 


CONCRETE. 


vas cleaned and oiled before the concrete was deposited. 
Fine concrete 1 in. thick, composed of equal parts of 
Portland cement, sand and “granolithic grit,” was laid on 
the centring to form the inner surface of the conduit, 
the remaining concrete consisting of om part of Portland 
cement^ three parts of sand, and five parts of broken 



Fig. 66. — Heinforced Concrete Conduit, Torresdale, Philadelphia. 


stone (J-in. gauge). The conduit was designed to withstand 
the pressure due to a head of water of “ about 20 ft.’’ 

Staircases are often constructed of reinforced concrete, 
either in the form of steps separately moulded and built 
into the walls like stone steps, or deposited in sit'd around 
the meshwork of rods. Among other uses of the material 
may be mentioned piles, telegraph poles, coal-bunkers, tanks, 
and baths. 
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5. Notes on CoycRZTE for PtBcrFORCED Structures. 

Cement . — The Portland cement should be of the best 
quality, free from all deleterious ingredients, and very finely 
ground. Mr. E. P. Wells’s experiments show that all resi- 
dues left on a sieve with 160 meshes to the lineal inch are 
inoperative, but that the flour obtained by grinding these 
residues is stronger than the flour of the original cement, 
the more resistant particles being the best-burnt portion of 
the clinker. The tensile strength of briquettes of cement 
and sand (1 to 3) should not be less than ISO lb. per 
sq. in. at seven days, and 300 lbs. at 28 days. 

Sand . — This should be sharp, not too uniform in size, and 
absolutely clean. Any coating of mud or clay is injurious. 
The fine stuff obtained by crushing Portland stone gives 
excellent results, as far as strength is concerned, hut, for 
fire-resisting structures, this and other limestones are unsuit- 
able. Ordinaiy siliceous sand, either natural or obtained by 
crushing good sandstone, is better in this respect. 

Aggregate . — Thames ballast is a satisfactory material, if 
it is thoroughly washed, and if all the sand and all the 
pieces retained by a j-in. mesh are excluded. For concrete 
upwards of 3 in. in thickness, the larger pieces may be 
broken to pass a screen with 1 in. meshes, and added to 
the finer material. Granite and the allied rocks are also 
suitable. Crushed Portland stone is one of the best 
aggregates for many purposes, but as all limestones are 
quickly disintegrated by fire, it is not recommended for 
fire-resisting construction. 

Water . — ^The water should be as pure as possible, free 
from mud and organic impurities. For nearly all purposes 
fresh water is better than sea water, the latter being quite 
unsuitable for use in buildings. 

Proportions . — ^As the strength of concrete depends to a 
Tery large extent on the strength of the mortar in which 
the coarser parts of the aggregate are embedded, an excess 
of sand must be avoided. What is required is a mortar 
which will suffice to fill the voids in the aggregate and to 
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bind the particles together. As a rough guide, it may be 
said that the volume of sand should be one-fourth that 
of the sand and coarser aggregate. Thus : for 4 to 1 con- 
crete, use 1 part sand, 3 parts coarser aggregate, and 
1 part cement; for 6 to 1 concrete, use IJ parts sand, 
4i parts coarser aggregate, and 1 part cement. If the 
concrete is thoroughly rammed, these proportions will yield 
a solid mass. A porous aggregate should be soaked in 
water before being made into concrete, as otherwise it would 
absorb the water required for the setting and hardening of 
the cement. An excessive quantity of water is injurious, 
but is often used, as it facilitates the deposition of the con- 
crete. Better results are obtained by using a smaller 
quantity of water, and by thoroughly ramming the concrete 
to render it solid. For floors, roofs, partitions, and other thin 
structures, 3 or 4 parts of aggregate to 1 part of cement 
are the most suitable, but a greater proportion of aggregate 
may be used for foundations, thick walls, bridges, &c. 

Mixing, d:c, — Machine-mixing is the best, but where a 
good machine is not available, the materials may be mixed 
by hand. Many modem specifications require the in- 
gredients to be turned three times dry and three times after 
the water has been added. Care should be observed that the 
workmen use their shovels in such a manner as to mix 
the materials thoroughly. The concrete should be deposited 
immediately after it is made, and should be well rammed, 
so that the concrete is packed tightly around the reinforce- 
ment and so that all voids are eliminated. It must also be 
protected from extremes of temperature during the process 
of setting and hardening. In large structures the day’s 
work should be regulated, so that the joint between the 
masses of concrete laid on difierent days will not be injurious ; 
thus, in a flat floor the joint must fall over a girder or in 
a straight line at right angles to the supports ; in a large 
arch the joint must be radial, like the joint between two 
stone voussoirs. Finally, the temporary centring must be 
of ample strength, so that it does not deflect under the 
weight of the wet concrete and of the men employed in 
the work. 
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A BERTH AW Lias lime, 14, 18, 
89, 107 ; selenitic, 20, 183. 
Absorbence of aggregates, 99, 121 
— 124, 147, 179 ; concrete walls, 
315. {See Porosity.) 

Absorption, Loss of' water by, 99, 
165, 246. {See Porosity.) 
Adams, 0. A, — Flat concrete floor, 
261. 

Adhesive strength of Barrow Lias 
lime, 22 ; chalk lime (white), 
22 ; Halldn mountain lime, 23 ; 
natural cements, 32; Portland 
cement, 22, 72, 73; selenitic 
Umes, 22, 27. 

Adhesive strength compared with 
tensile, 78. 

Age — Effect on adhesive strength 
of Portland cement, 73 ; compres- 
sive strength of Portland cement, 
30, 32, 70 ; — Roman cement, 30, 
32 ; soundness, &c., of Portland 
cement, 77 — 83 ; tensile strength 
of Me^a cement, 32 ; — Roman 
cement, 30, 32 ; — Portland 
cement, 30, 32, 65, 74, 111, 115 ; 
— slag cement, 44 ; transverse 
strength of Portland cement, 190, 
210, 266 ; — Roman cement^ 190, 
210 . 

Aggregates — Absorbence, 99, 121 
147, 179 ; breaking by 
hand, 141 ; by machines, 141 — 5 ; 
compressive strength, 126 — 8 ; 
definition, 1 ; fire-resistance, 36, 
118, 120 — 5 ; measurement of— 
and sand, 130 ; proportion in 
concrete, 130 — ^9, &c. {see Pro- 
portions) ; resistance to wear. 


119, 128; selection, 117; size, 
145, &c. {see Size) ; tensile 
strength with Portland cement 
and plaster of Paris. 36 ; varieties 
{see Ballast, Basalt, Brick, Coke- 
breeze, Fire-brick, Flints, Granite. 
Gravel, Iron-ore, limestones, 
Marble, Porphyry, Portland 
stone. Pumice-stone, Sandstones, 
Shale, Shells, Shingle, Slag, 
Slates, Stone, Syenite, Trap- 
rocks, "V^Tiinstone) ; voids, 134 
—7 ; washing, 147 ; weight, 181 ; 
wetting, 99, 147. 

Air-slaking —Hydraulic limes, 24; 
Portland cement, 57, 79 — 84 ; 
slag cement, 43. 

Alexander— Quantity of water in 
concrete, 98 ; sea - water and 
hydraulic limes, 103 ; value of 
sands, 108, 113. 

Allen and Son, 3f. — Concrete-and- 
iron beams, 200 ;— floor, 270. 

Alumina in hydraulic limes and 
cements, 15, 29, 89—94 ; puoz- 
zolana, Ac., 107 ; slag cement, 
41, 93. 

Analyses of limes and cements, Ac., 
15, 29,42, 88-94, 107. 

Arch-blocks for bridges, 104, 297, 
330 ; floors, 294. 

Arches — Bridges, 104, 295, 297 — 8, 
330, 358 ; Colson’s tests, 287 — 
290 ; depositing concrete in, 163, 
293; floors, 261, 269, 285— 296; 
foundations, 227, 228 — 231 ; 
Too% 261, 801, 304. 

Armoured Concrete — {See Rein- 
forcei) 
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Artificial eemests — Classification^ 
10: Keene’s cement, 41 ; ^Martin’s, 
41 ; Parian, 41 ; Portland, 46 — 94 
: slag cement. 41 — 5 \Q.v.\ 
Artiiidal sione, 193, 237 — 9, 313, 
326, 327 — 333. 

Asnhalt roofs, 302. 

Ailinsoii's cement, 23. 

Austrian rules lor Portland cement, 
60. 


JDAKETl Prof. Ira, 0.— Salt in 
Goncrete, 171 ; sugar in con- 
crete, 1/3. 

Baker, Sir Benjamin — Tlieoreticai 
inyestigations, 203. 

Balconies, 26o — 1. 

Ballast, Thames, 127, 134. 136, 
139, ISi, 1S3, 215, 261,^ 328, 337 
— S {see Clay, Gravel, Shingle) 

Bariioer, M. K . — Coarse and fine 
Portland cement. 59 : water re- 
quired in Portland cement con- 
crete, 95, 97, 179. 

Bctmlcr, H. K. G . — Coarse and fine 
Portland cement, 5S ; cost of 
finely grinding, 60. 

Barnsrone Blue Lias lime, 14, 17. 
59, 152. 

Barrow Blue Lias lime, 14, 22 : 
selenitic. 22. 

Basalt, 251. 

Bauschingtr, Prof. — Tensile and 
compressive strength of Portland 
cement, 69. 

Beams — Lulson’s tests, 195, nS/ — - 
290 : compared with arches, 237 
— 290 ; formulas for strength ofi 
193 : — concrete beams with iron 
rods, ke., 207 : strength of cement, 
71 — 2 ; — of concrete, 131, 1S9 

— 19S : with iron rods, kc., 

199—214, 336—351. 

BcnisoiVs smoke-receiver, 315. 

Bernays, E. A. — Cost of lime and 
cement concrete, 184 ; facing- 
concrete, 323 ; layers of concrete, 
162 ; mixing concrete, 150 ; 
shapes of briquettes, 61. 


Baton, 2, 150, 154. 

BlaJee stone’breaker, 142. 

Blocks, Concrete — in bridges, 104, 
297, 330 ; floors, 2S0 — 233, 294 ; 
foundations, 235—6 ; pavmg, 
193, 237—242; walls, 235— ^ 
306, 326, 327—333. 

Blocks, Fire-clav, 269, 2S0 — 3, 29*^ 
295. 

Blocks, Wood, 243. 

Boarded floors, 249, 250, 314. 

Boclirne, Dr . — Poman and Port- 
land cements, 31. 

Bortine, Prof. — Efieet of frost on 
briquettes, 167. 

Boraclies,F . — Analysis ofTeil lime, 
89. 

Breaking weight of concrete arches, 
2S3 ; beams, 190 — 8 ; — with iron 
rods, kc., 205 — 214 : flat floors, 
262 : wood joist, 191. (See 

Strength, Tables.) 

Brick 3S. 121—3, 

127, 131. 2, 190, 205, 210, 

215, 261—2, 265, 270, 288; 
compared with shingle, 122 ; fire- 
resistance, 184 — 8. 

Brick crushed or ground, 36, 106 
114—5, 228—230. 

Brick facing for concrete walls, 326. 

Brick, Foundations of, and con- 
crete. 219. 

Bridges, 104, 295, 297, 330, 358. 

Briquettes — Age when tested, 65 ; 
manufacture, 62 ; proportioned 
by weight and volume, 21, 31 ; 
shape, 61 ; temperature, 62, 166 
— 7 : water required, 63. 

Broughton — Arched concrete floor 
and balcony, 261. 

Brovjnlie and Muvrafs arcli-and- 
invert girders, 277. 

Building-frames* &c., 7, 163, 230, 
234, 309—313, 317, 323. 

Burnell — Lmderpinning at Chat- 
ham, 231. 

Burnt clav, 114—5, 123, 182, 215, 
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AISSOKS, Concrete, 232—3. 

Calcareous aggregates, 119, 127, 
134, 181-4. 

Calcareous sands, 106, 108, 115. 

Calcination — Effect on setting of 
Portland cement, SO. 

Calcination of hydraulic limes, 15, 

90 ; natural cements, 29, 89 ; 
plaster of Paiis, 33 ; Portland 
cement, 48, 90 ; rich lime, 10 ; 
volcanic earths, 107. 

Calderwood cement, 28. 

Carboniferous limestones, 14, 15, 
17, 22. 

Carey f A. E , — ^Analysis of Portland 
cement, 89 ; compressive strength 
of Portland cement, 70 ; dura- 
bility of Portland cement, 76 ; 
effect of dirty water on Portland 
cement, 100 \ effect of sea water 
on Portland cement, 102 ; effect 
of sugar, salt and soda on Port- 
land cement, 172 — 4 ; sack- 
blocks of concrete at Newhaven, 
285 ; tensile strength of Portland 
cement, 66 ; water ((quantity re- 
quired in Portland cement con- 
crete), 96, 98. 

Cash — ^Porosity of concrete, 180. 

Caws, Ceilings of concrete 

floors, 267 ; concrete floors, 253, 
258, 261, 263. 

Ceilings, 266, 294. 

Ceilings, domed, 296. 

Cement — Classification, 9 ; defini- 
tion, 16 [see N’atural, Artificial), 

Centring under concrete, 194, 265 ; 
corrugated iron — , 269, 283.^ 

P.Tig.1Ir aggregate, 121 ; chalk lime, 
22 ; chalk lime, selenitic, 22. 

Channels, 240, 241, 245. 

Chases for edges of floors, 264, 
291. 

Chatelier, Le — Setting of Portland 
cement, 92—3. 

Chimneys, 816. 

Clark, D. Zl— Bearing power of 
piles, 225. 

Clarke, E, C.— Loam in briquettes, 
110 ; ramming concrete, 160 ; I 


water (quantity required in Port- 
land cement concretpl, 96. 

Clay — Boint, 114—5, 123, 182, 
215, 261 ; effect of excess in Port* 
land cement, 47, 80 ; in coffer 
dams, 235 ; in hydraulic limes, 
13, 15, SS ; in mortars, 110 ; in 
natural cements, 28, 83 ; in Port- 
land cement, 47, 88 ; safe hearing 
powers of, 218 ; weight of, 319. 

Clinker, Furnace, 123, 128, 182, 
190, 245, 271. 

Cloth-felt, 248. 

Coarse sand ts. fine, 111 — 3. 

! Coffer-dams, 235. 
i Coke-breeze — Absorbence, 99, 124 ; 
fire resistance, 36, 124, 184 ; in 
concrete, 123. 128, 203, 245, 248— 
250, 261, 265, 271, 276—7, 294, 
332; strength, 36, 114-5, 128, 
190, 210 ; weight, 36, 123, 182. 

Cold— Effect on cement, 84, 166 ; 
effect on concrete, 165 — 78, 245, 
302, 321. 

Coloured concrete, 239, 244, 246—7, 
297, 313, 330—2 ; coloured 
stucco, 324. 

Colour of Portland cement, 53. 

Colson, C. — Brick concrete r. 
shingle concrete, 122; grey Ume, 
Portland cement, loam, &c., 23; 
porous and non-porous sands, 106 ; 
Portland cement (fineness), 60 ; 
strength of concrete arches, 287— 
290 ; strength of concrete beams, 
190—1, 195. [351—2, 359. 

Columbian reinforced concrete, 350 

Columns, Protection of iron, 283. 

Composition of cements — ^Keene’s, 
41 ; Martin’s, 41 ; natural, 28, 
89 ; Parian, 41 ; plaster of Paris, 
33; Portland, 47, 50, 89 ; Bobin- 
son’s, 39 ; slag, 42, 89. 

Composition of limes— Hydraulic, 
13, 89; poor, 12; rich, 10; sele- 
nitic, 25. 

Composition of concrete — Allen’s, 
271; arches, 288, 291, 297— 
8; beams, 190—1, 210—11; 
blocks, 328 ; floors, 261—2, 
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265 ; floor-surfaces, 246 ; founda- 
tions, 216—6, 231, 233 ; ground- 
layers, 245 ; lime-concrete, 152, 
215; Lindsay’s pumice concrete, 
277 ; paving, 241 ; sewers, 298 ; 
solid concrete, 138, 180 ; under- 
pinning, 231 ; walls, 308. 
Proportions of Ingredients.) 

Composition of concrete deposited 
in water, 234. 

Compression of concrete, 127, 151, 
160, 180—1, 230—1. 

Compressive strength — Gravel con- 
crete with various matrices, 183 ; 
hydraulic limes, 22, 183 ; Port- 
land cement, SO, 45, 69, 70, 94, 
181, 183 ; — with insufficient 

water, 98 ; lime, 70 ; 

various aggregates, 127—8, 164, 
181 — 2 ; Robinson’s cement, 
39; Roman cement, 30, 32; 
selenitic lime, 26, 183; slag 
cement, 44. 

Compressive and tensile strength, 
Raitio between, of Roman and 
Portland cements, 30, 69, 70. 

Concrete, Definition of, 1. 

Condensation on concrete, 303, 
316. 

Constants for concrete arches, 288 
—290 ; beams, 190—1, 337, 348 
— 9 ; floors, 258, 262 ; retaining 
walls, 319. 

Constants for concrete - and - iron 
beams, 210—1, 337—8, 348-9. 

Contraction during hardening — 
Lime, 12 ; Portland cement, 83. 
116. 

Contraction of concrete by cold, 84, 
177, 245, 302, 321. 

Coping, 323. 

Corbel com'ses for floors, 264, 291. 

Cork carpet, 251. 

Corrugated iron in floors, 269, 283; 
to protect columns, 284. 

Cost of finely grinding Portland 
cement, 60. 

Cost of Ihne and cement concrete, 
184 ; mortars, 23. 

Coved floors, 268 — 4. 


Cox, A, Steel in foundations, 
223. 

Cracks in concrete, 84, 177, 245, 
302, 321. 

Croft Granite Brick and Concrete 
Co., 193, 238—40, 297, 313, 381. 
Crozier, CbZ.— Strength of concrete 
beams, 190 — 1. 


])AWNATS floor, 270. 

Definitions, — Aggregate, 1 ; 
beton, 2 ; cement, 16 ; concrete, 
1 ; hydraulic limes, 13 ; matrix, 
1 ; sand, 105 ; ‘‘slow-setting,” 80. 

Dennett and Ingle — Floor, 290; 
domed ceilings, 296. 

Density of concrete affected by 
nature of aggregate, 179 ; quan- 
tity of sand, 132; quantity of 
water, 97 ; ramming, 160—1. 

Density of concrete walls, 315, 323. 

Depositing concrete, 168, —in 
arches, 163, 293 ; floors, 314 ; 
frost, 168—174, 176 ; heat, 165 ; 
layers, 161, 230 ; water, 159, 284. 

Domes 3, 295, 296, 301, 804. 

Drain pipes bedded in concrete, 300. 

Drain pipes, concrete, 299. 

Drake, G. — Building fi-ame, 7 ; flat 
floor, 258. 

Durability of concrete, 5, 6, 161 ; 
Portland cement, 76 ; sand, 114. 

Dust in aggregates, 109, 238, 246, 
247. 

Dust in sands, 112. 

DyckerJioff, Mem’s. — Contraction 
and expansion ofPortland cement, 
83; impervious concrete, 101; 
tensile and compressive sfrengtli 
ofPortland cement, 69, 70 ; ditto, 
mixed with lime, 70 ; tensile 
strength of coarse and fine Port- 
land cement, 58 ; — slow and 
quick-setting Portiaiid cement^ 

Dyer, J, R.— Analysis of Portland 
cement, 89. 

Dyke, Thomas — Facing - concrete, 
323 ; test of whinstone, 119. 
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EDWARDS, R (?.— Concrete- 
and-iron beams, 200, 203, 209, 

—214. 

Efflorescence on concrete walls, 110. 

Eggert-FlooTSf 353. 

Evaporation of water from stucco 
and concrete, 99, 165, 246. 

Expanded metal in concrete, 347 — 
360, 359—360. 

Expansion of concrete by beat, 84, 
177? — of Portland cement in 
hardening, 83. 


F acing-concrete for build- 
ing -blocks, &c., 323, 328; 
floors, 246 ; walls, 235, 323. 
Factor of safety, 198, 201, 221 — 2, 
258, 260. 

Faija^ jSisTir;^— Analyses of lime 
and Portland cement, 89 ; appa- 
ratus for testing soundness of 
Portland cement, 78 ; — tensile 
strength of cement, 64 ; — weight 
of cement, 64 ; compressive 
strength of Portland cement, 70 ; 
porosity of concrete, 180 j ratio 
between tension and compression 
of Portland cement, 69 ; Robin- 
son's cement, 39 ; sand test for 
Portland cement, 68 ; shape of 
briquettes, 62; specification of 
tensile strength of Portland 
cement, 66 ; specific gravity of 
Portland cement, 66; sugar in 
Portland cement concrete, 173 ; 
weight of stored Portland cement, 
55. 

Fawcetfs fire-proof flo<»ring, 280. 
Ferro-concrete, Reinforced.) 
Fineness of Lias lime, 14 ; Portland 
cement, 66—60, 77, 85, 87, 361 ; 
sand. 111 — 3 ; slag cement, 43. 
Fire-brick aggregate, 36, 38, 270. 
See Biick. 

Fire-clay blocks for columns, 288 ; 

floors, 295 ; girders, 283, ‘292. 
Fire-clay lintels for floors, 269, 
280-3. 


Fire-resistanceof aggregates, 36, 118, 
120—5, 361; concrete, 184—8; 
floors, 283, 296; plaster of Paris, 
34 — 9, 294 ; Portland cement, 
36—9, 45, 77, 184 — 8 ; Robin- 
son’s cement, 39 ; roofs, 304 ; slag 
cement, 45. 

Fir joist. Transverse strength of, 

210 . ^ 

Depositing concrete 
in frost, 169, 176 ; effect of frost 
on briquettes, 167. 

Fixing - hloeks—Tkompson's, 250, 
314; WrigMs, 2i9,Z14. 

Fixing edges of floors, 195, 257, 
259, 263. 

Fixing ends of arches, 289, 291 ; 
beams, 194. 

Flags, Artificial, 193, 237—9 ; — for 
walls, 313. 

Flints, 2, 6, 120, 127. 

Floors, Arched, 290—1, 314 ; 
— with iron centring, 268—290. 

Floors, Flat, 253—267, 314 ; 

with iron, 269—284 ;— and fire- 
clay lintel^ 269, 280—3. 

Floors on solid ground, 237 — 245, 

Floor-surfaces, 246—252. 

Floor-surfaces, Resistance to wear 
of, 251. 

Fines in concrete walls, 315. 

Formulas for arches, 287—290 ; 
beams, 193 ; — of concrete and 
iron, 207 ; foundations, 219—222 ; 
piles, 225 ; retaining walls, 319 — 
322 ; slab-floois, 254—6, 259 ; 
— containing iron bar^ &c., 274 ; 
strength of Portland cement mor- 
tars, 75, 105. 

Foundations, 215—236 ; aggre- 
gates, 118 ; arches, 227—8 ; 
bearing-power of grounds, 217 ; 
caissons, 232; concrete, 221 — 
236 ; — piles, 224 ; — reinforced 
concrete, 223—4, 236; deposit- 
ing, 158, 161, 230; grouting 
gravel, 234 ; lavers, 227 ; Lon- 
don C. 0. bye-laws, 184, 215; 
machine beds, 234; springs of 
water, 101, 233 ; temperature iu 
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trenches, 176 ; underpinning, 
231 ; works in water, 234. 

"oas did BarreU floor, 269. 
'reezing-point of fresh water, 172 ; 
of sea water, 172 ; of water con- 
taining salt, 171 ; — sugar, 172. 
■'rost, 166 ; effect on briquettes, 
167 ; — on concrete, 167 ; reme- 
dies against, 168—178. 


ER3IAN standard regulations 
for Portland cement, 44, 59, 
85. 

Gillrmre, Q. A . — Concrete mix- 
ing-machines, 157—8 ; gi-anite- 
sands, &c., 107 ; paving, 241 ; 
slaking lime with sea-water, 17 ; 
transverse strength of Portland 
and Homan cements, 72, 191 ; 
voids in aggregates, 136 ; water 
in concrete, 151. 

Gilders, Brownlie and Murraj/s, 
277 ; Lvndsay^s skewback, 292. 

Girders, Protection of, 267, 283, 
292. 

Glass aggregate, 127, 181. 

Granite-concrete, 127, 134, 164, 
181, 237—9, 261, 323. 

Granite-concrete floor-surfaces, 246, 
251. 

Granitic rocks for aggregates, &c., 
107, 119, 126, 128-9. 

Granitic sands, 106—9, 2'! 6. 

Granolithic paving, StuaH% 193, 
239, 241, 248, 337 ; reinforc«i 
granolithic, 336—341. 

G7mit, Concrete, compres- 

sive strength, 127, 181, 183 ; 
ramming, 127, 161 ; sewers, 29S ; 
weight, 181. Limes, tensile 
strength, 19, 20. l^atural 

cements, 19, 20, 32. Portland 
cement, adhesive strength, 73; 
analyses, 89 ; durability, 74 ; 
expansion and contraction, 83 ; 
flne and coarse, 59 ; fresh and 
air-slaked, 80, 83 ; sand-test, 68 ; 
shape of briquettes, 62 ; specific 


gravity, 56 ; specification, 85 ; 
tensile strength, 19, 20, 32, 59, 
66, 68; weight, 54 — 5. Sand, 
clean and loamy, 109 ; coarse 
and fine, 111. 

Formulas for strength of 
slabs, 254. 

Giavel as aggregate, 117, 127, 131, 
134-6, 140, 181—3, 215, 261. 

Giavel, bearing- power for founda- 
tions, 218. 

Gravel for floor-surfaces, 246 ; 
grouting — , 234 ; under paving, 
241 ; weight, 319. 

Grawitz, G.— Fine and coarse Port- 
land cement, 59. 

Grey lime, 6, 20, 23, 70, 181, 183, 
231. 

Grey lime compared with Portland 
cement (strength and cost), 23. 

Grey lime mixed with Portland 
cement, 23, 70. 

Grinding hydraulic limes, 17 ; 
Portland cement, 49. {See Fine- 
ness.) 

Grinding-test for wear, 119, 128, 
251. 

Grooves in paving, 242. 

Ground-layers, 227, 245. 

Grounds, Safe beaiing power of, 
217. 

Grounds behind retaining walls, 
Constants for, 319. 

Grouting blocks, 328 ; brick- 
paving, 244 ; foundations, 234. 

G'uthrie — Setting of Portland 
cement, 92. 

Gwilt— Strength of stone beams, 
191. 

Gypsum, effect on Portland cement, 
*^80, 83, 90. 

Gypsum in plaster of Paris, &e. 
33 ; —in selenitic lime, 25. (Sa 
Plaster of Paris.) 


H air - cracks in concrete, 
178, 330. 

Half-timber work, 325. 
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Halkin moiintaiii lime, 14, 15, 17, 
23. 

Hailing lime, 231. 

Harwich cement, 28. 

Eawksley's patent treads, 305. 

Heat — ^Effect on concrete, 165,175— 
6, 184 — 8 ; — ^limes and cements, 
17, 34—9, 62, 77—8, 82, 165—7. 

Eennebiqae Heinforced concrete, 
352, 354, 358—9. 

Histoiical sketch of concrete, 2 — 8. 

Hollow walls, 317, 355. 

Homan and Rogerses floors, 277, 
282, 290. 

Hudsout F . — Mamesian lime, 89. 

HtiUon, D . — Sancf in concrete, 131 ,* 
concrete beams, 190—1. 

Hyatt^ Thaddeiis— ’Concrete and 

iron beams, 200, 203, 205—14 ; 
expansion of Portland cement 
and iron, 84; flre-resistance of 
concrete, 184 — 8 ; — plaster of 
Paris, Portland cement, &c,, 38 ; 
gridiron-tie floor, 271. 

Hydraulic limes — Analyses, 15, 89; 
calcination, 15, 90 ; composition 
of raw stones, 13 ; deflnition, 13 ; 
effect of sugar, 173 ; fading, 
17; setting, 18; sla&g, 16; 
storing, 24 ; strength, adhesive, 
22; compressive, 183; tensile, 
20 ; sub^visions, 13 ; testing, 
18 ; uses, 25. {See Carboni- 
ferous, Grey, lias. Magnesian, 
Selenitic.) 

Hydraulic limes in foundations, 
215—6, 228-231. 


TGHEOHS rocks, &c., 107, 119, 
JL 128, 251. {See Granitic, 

Trappean, Volcanic.) 

Impeiial stone, 238, 241, 299. 
Impemousness of concrete, 97, 101, 
132—3, 138, 161, 179, 245, 315, 
323. 

Impurities in sands and aggregates, 
104, 109, 115, 147 ; in water, 
100 . 


Induration of limes and cements, 
74, 90—4, 100. Setting.) 

Interstices in aggregates, 134 — 7, 
140, ISO ; Portland cement, 137; 
sands, 113, 115, 134, 137, 140 ; 
slag cement, 140. 

Iron, Corrugated, in floors, 269 — 
83. 

Iron ore as aggregate, 125. 

Iron, Oxide of, for colouring 
cement, &c., 247, 325. 

Iron, Oxide of, in limes and 
cements, 88— 90 ; — water, effect 
on Portland cement, 101, 233. 

Iron pyrites, effect on concrete, 
104. 

Iron in concrete. (^See Heinforced 
concrete.) 

Iron Joists in Fawcetls flooring, 
Table of—, 282. 

Iron, Protection of, from fire, 184 
—188, 203, 267, 269-271, 283. 


JOISTS, Fir, Iron.) 


K AMPTGLICON, 251. 

cement, 41. 

Kidd, Wm. — Ingredients in con- 
crete block, 139—140 ; .strength 
of concrete beams, 190 — 1. 
Kmijqtle’— Tests of crushed sand- 
stone and pit-sand, 113. 
KirJcaUy, jD.— S trength of con- 
crete beams, 190 — 1, 203, 209 — 
11 . 

Setting of limes and 
cements, 90—1, 94. 

KyU, John — Concrete caissons^ 
233 ; strength of concrete beamS| 
190—1. 


T AITANCE, 21. 

Jj Lascelles, W. H". — Artificial 
stone slabs, &c., 239, 304, 313^ 
331. 
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Lawford, G. Jlf.—Slag cement, 45. 

Layers of concrete, 161, 230 ; 
fbundation-layers, 227 ; ground- 
layers, 245. 

LW cement (Rugby), 20, 21, 183. 

Lias lime concrete — Compressive 
strength, 1S3 ; mixing, 152; 
proportions of ingredients, 133. 
{See Hydraulic limes. ) 

Lias limes, 14 — 25 ; analyses, 89 ; 
calcination, 15, 90 ; effect of 
sugar, 173. 

Lime, Oxide of, in limes and 
cements, 10, 16, 89, 90—4 ; 
—effect on setting of Portland 
cement, 57, 79, 80, 330; — 
quantify in Portland cement, 81. 

Limes — Classification, 9 ; poor, 
12 ; rich, 10—12, 173. {See Grey, 
Hydraulic, Selenitic.) 

Limes in concrete, 6, 181, 183, 215, 
231. 

limes mixed with Portland cement, 
23-5, 70. 

Limestones as aggregates, 119, 121, 
126—128, 136, 164, 181—2, 228, 
361 ; for floor surfaces, 246. 

Limestones as sands, 106^ 108, 115. 

Limestones, Transverse strength of, 
191. 

Lindsay j Neal d: Cols concrete and 
iron floors. 273, 276, 278, 280, 
293 ; pumice concrete, 277. 

Lintels {See Beams, Kre-clay 
lintels). 

Loam, effect on Portland cement, 
23, 24, 109—110. 

Lockwood, JShwior — Arched con- 
crete floor, 261 ; Are-resistance 
of Portland cement and plaster 
of Pans, 38. 

London 0. C. bye-laws, 184^ 215, 
222, 308. 

Loiceock, S. E. — Strength of fnr- 
nace-clinter concrete, 128; — 
beams, 190—1. 

Lump lizne, 18. 


M achine-beds, 234 . 

Machines for breaking aggre- 
gates, 141—5 ; mixing concrete, 
154—8 ; testing cement, 63, 64, 
78 ; washing sand, 147. 

Majckay^ W. W. — Portland ce- 
ment briquettes in varying tem- 
peratures, 166. 

MackanCs paving-blocks, 240. 
Magnesia in limes, 14 ; Portland 
cement, 89, 90. 

Magnesian limes, 13, 14, 89. 

Mann, D.— Adhesive strength of 
Portland cement, 73, 87. 
Manufacture of artificial stone, 
237, 330—2 ; beton, 160, 164 ; 
concrete, 141—164 ; hydraulic 
limes, 15 ; plaster of Paris, S3 ; 
poor lime, 12 ; Portland cement, 
48 ; rich lime, 10 ; Roman cement, 
Ac., 29 ; selenitic lime, 25 ; slag 
cement, 42. 

Marble for floor surfaces, 246 ; mo- 
saic tiles, 248 ; resistance to wear, 
251. 

Martinis cement, 41. 

Mason and Co.'8 concrete-mixer, 
156 ; stone-breaker, 142—4. 
MosotCs unwearable ti’eads, 305. 
Matrix— definition, 1 ; classifica- 
tion, 9. 

Measurers floor, 270, 

Measuring ingredients of concrete, 
130, 148. 

Measuring voids in aggregate and 
sand, 134. 

Medieeval concrete, 6, 6. 

Medina cement, 7, 28, 32, 89. 
Messends concrete-mixer, 153. 
Mesurier's concrete mixer, 156. 
Metropolitan B. W. bye-laws, 146, 
307. {See London G. C.) 
Metropolitan Building Acts, Sug- 
gestions for amending, 216. 
Midmlis, Dr, — Machine for test- 
ing tensile strength of Portland 
cement, 64; Portland cement, 
composition, 50 ; — setting, 93 ; 
— strength, 67 ; — uselessness of 
coarse, 69 ; — weight, 55, 
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MicluU — MacHne for testing 
tensile strength of Portland ce- 
ment, 64 ; specifications of Port- 
land cement, 86. 

Microscopic examination of Port- 
land cement, 53. 

Middleton^ Prof, — Roman con- 

. Crete, 4, 261. 

Millbank penitentiary, Founda- 
tions of, 6. 

Mixing concrete by hand, 150—4 ; 
by machine, 154—8. 

Mmier floors, domes, &c., 276, 
283, 295, 336, 359. 

Monolithic walls, 235—6, 306—826. 

Morelands concrete-and-iron floors, 
269, 277, 279, 290. 

Mortar — Coat to receive bricks, 
244, 248 ; dninbility, 76 ; floor- 
surfaces, 246 — 8 ; mixing, 17, 
150, 152—4 ; porosity, l&O— 1 ; 
quantity in concrete, 137 ; re- 
sistance to wear, 251 ; strength 
in concrete, 133. {See Adhesive, 
Age, Cement, Coi^ressive, Limes, 
Stucco, Tensile, Transverse, &c.) 

Moxon, C. i*.— Concrete floors, 249. 

Mud, Efiect of, on cement, 100, 110. 

ATTJRAL CEMENTS— Adhe- 
sive strength, 32 ; American, 
32, 241; analyses, 89; Atkin- 
son’s, 28 ; calcination, 29 ; Cal- 
derwood, 28 ; classification, 9 ; 
compared with Portland, 22, 32 ; 
composition, 28, 88 ; compressive 
strength, 30, 32 ; Harwich, 28 ; 
Medina, 7, 28, 32, 89 ; Rugby, 
20, 22, 183 ; setting, 29, 33, 34, 
90 ; tensile strength, 30--32 ; 
uses, 83, 248. (See Plaster of 
Paris, Roman cement, Ac.) 

Norrin^jif J.P. — River-wall at 
Fulham, 828. 

O IL on building-frames, 298, 810, 
328. 

Openings in concrete walls, 313. 
Organic matter, Effect on cement, 
100 , 110 . 


371 

pACKING^in concrete, 159, 230, 

Pantheon, Dome of, 3. 

. Parian cement, 41. 

; Parquetry, 248, 251. 

I Partitions, 332 — 3. 
j Paving, 193, 237—9, 241—8. 

I Payne, ^.—Porosity of walls, 315. 

I Perrodil — Hardening of Portland 
I cement in air and Vater, 94. 

Petro-silicon paving, 241. 

PeteZro/er— Setting of Portland 
cement, 91. 

PkilHjds floor, 270. 

PkhiceU, PbJeri— Bulk of concrete 
produced, 140. 

Piers and arches in foundations, 
228—231. 

Piles, 224—7, 235. 

Pinholes in concrete-blocks, Ac., 
95, 330. 

Pipes in concrete walls, 315. 

Pit-sand, 106, 109, 113, 115, 
147. 

Plaster of Paris, 33—40; arch- 
blocks, 294 ; compared with Port- 
land cement, 36 ; ceilings, 267, 
296 ; composition, 33 ; bre-resist- 
ance, 34—9, 45, 294 ; in floors, 
265—6, 291 ; proportion of aggre- 
gate, 133 ; Robinson’s cement, 
39, 40 ; tensile strength, 34, 36 ; 
uses, 34, 41, 265—7, 291, 296, 
832; weight, 34. (See Selenitic 
lime, Ac.) 

Polished concrete floors, 247 ; tiles, 
248, 331. 

Porosity of aggregates, 121—4 ; 
concrete, 97—8, 132—9, 179— 
80 ; drain-pipes, 300 ; mortai-s, 
181 ; walls, 315, 323. 

Porous and non-porous sands, 106. 

Porphyry, 251. 

Portland cement, 46—94 ; adhe- 
sive strength, 22, 72, 87 ; air- 
daking, 57, 79—84, 330 ; analy- 
ses, 89; briquettes, 61—65; cal- 
cination, 48, 90 ; colour, 53 ; com- 
position, 47, 50 ; compared with 
grey lime, 19—24, 183 ; — plaster 
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of Paris, 34—9 ; — natural ce- 
ments, 20—2, 30—3, 183; — 
selenitic limes, 20, 183 ; — slag 
cement, 44 — 5 ; dnratility, 76 ; 
expansion and contraction, 83 — 4, 
116, 177 ; fineness, 55 — 60, 77, 
85, 87, 361 ; fire-resistance, 36—9, 
45, 77, 184—8; manufacture, 48 ; 
microscopic examination, 53 ; 
qmck-setting and slow setting, 
56, 63, 65, 79, 80, 81, 90 ; setting, 
79, 87, 90—4 ; soundness, 77 ; 
specifications, 65, 84 — 7 ; specific 
gravity, 56 ; storing, 81 ; testing, 
50—87 ; variableness, 56 ; weight, 
53—6. (iffeaAge, Compressive, Ten- 
sile, Tests, Transverse, \7ater,&c.) 

Portland-stone aggregate, 127, 134, 
181 ; sand, 106, 115, 361. 

Portland-stone, Transverse strength 
of, 191. 

Posts for fences, 331. 

Editetj Balcony, 261; 

depositing concrete in winter, 
177 ; iron bars over window open- 
ings, 313; rongh-trowelling, 324. 

Pottery aggregate, 122, 127, 134, 
181,’ 265. Brick.) 

Proportioning briquettes by volume 
and by weight, 20—1, 31. 

Proportions of ingredients in con- 
crete, 127, 130—9, 180 ; arches, 
288 ; beam^ 190— 1,210 ; bridges, 
297 — S ; caissons, 233 ; chimney, 
317 ; floors, 261—2, 265 ; floor, 
surfaces, 246, 252; foundations, 
215, 228, 230, 235—6 ; ground- 
layers, 245; reinforced concrete, 
236, 336-8, 343, 847-8, 360, 
861— 2 ; paving, 237—8, 241, 251 
—2; sewers, 298; walls, 235— 
236. 307—9, 323-4, 327—8. 

Protection of concrete during set- 
tii^, 163, 166, 174, 303. 

Pumice-concrete, 276, 

278, 292 ; slabs for floors, 280. 

Pumice-stone aggregate, 36. 

Puozzolana, 4^ 107. 

Q UAOTrrr of concrete produced, 
189-140, 230. 


Quantity of concrete to be mixed at 
once, 148. 

Quantity of water required in con- 
crete, 96—8; Portland- cement 
briquettes, 63 ; slaking hydrau- 
lic limes, 16. 

Quartz, 128, 246. 

Quicklime, 10—11, 16, 81, 89 — 94 ; 
effect on setting of Portland ce- 
ment, 57, 79, 80, 330. 

Qnick-setting cements Natural 
cements. Plaster of Paris, &c.). 

Qnick-setting Portland cement, 56, 
63, 65, SO, 231. 

Coarse Portland 
cement, 59; durability of Port- 
land cement, 76. 


R amming concrete, 127 , 151 , 

I 160,180—1, 230—1. 
Emsome*8 Building Apparatus for 
concrete walls, 311 — 3. 

EanmvR's Twisted Iron in floors, 
341—7; — foundations, 236 ; — 
roofs, 304 ;— walls, 855 — 6, 
Reinforced concrete, 334—362, &c.; 
arches, 358—9; beams, 199— 
214, 335—341 ; columns, 353—4 ; 
conduits, 359—360; floors, 270 
— 7, 336—353; foundations, 223 
—4, 236 ; partitions, 333 ; roofs, 
304, 852; sewers, 359 — 360; 
stairs, 805, 860 ; walls, 854—8. 
Retaining walls, 819—22. 

Ridlffj^s concrete-mixer, 157. 
River-sand, 106, 109, 110, 113, 147. 
Bobimon*s cement^ 39—40. 

Rollers for concrete paving, 242 — 4. 
Roman cement, 28—33; analysis, 
89 ; |>roportion of aggregate, 133 ; 
rapidity of set, 33, 160 ; trans- 
verse strength, 33, 72. 

Roman concrete, 2—5, 259. 

Roofs, 261, 295, 302—4. 

Roof-tiles, 304—5. 

EosheriSi Go., Z-Artiflcial stone, 832. 
Rough-cast, 297, 323. 
Bough-trowelling, 324. 

Rug% Lias cement, 20, 22, 183. 
Eussellf i7.— Concrete caissons, 233. 
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S ALT, Effect of, on cement, 100 ; 
— in concrete, 171 ; — in sand, 
110 . 

Sampling Portland cement, 53. 
Sand, 104—116 ; Austrian and 
German standard, 67 ; cleanli- 
ness, 104, 109, 115 ; coarseness, 
111 ; definition, 105 ,* dniability, 
114; English “normal,” 68; 
fire-resistance, 36 ; general effect 
on rich lime, 12, 104 ; — cements, 
74, 83, 104 ; — concrete, 131, 175, 
192, 262—3 ; granitic, 106—9, 
246 ; hardness, 113 ; in ballast, 
127, 131 ; Leighton Buzzard, 68 ; 
porous and non-porous, 106 ; 
pit-sand, 109, 118, 115, 147 ; 
proportion in concrete, 131 — i, 
138 ; river-sand, 106, 109, 110, 
113, 147; sea-sand, 110, 115, 
148 ; separate measurement of 
sand ancL aggregate, 130 ; sharp- 
ness, 113 ; voids in sand, 113, 134, 
137 ; "weight, 22, 319, {See Cal- 
careous, Igneous, Mortar, Sili- 
ceous, Strength, &c.) 

Sand — Safe bearing-power for 
foundations, 218. 

Sand, Substitutes for, 36, 106, 114 
—116. 

Sandstone aggr^te, 120, 126, 128, 
136, 182. 

Sandstone— Resistance to wear, 251. 
Sand-test for Portland cement, 67. 
^nde7nan,J. IT.— Voids in aggre- 
gates, 135 — 8. 

Sanders, Bearing power of 

piles, 225. 

Scaffolding under concrete beams 
and floors 195, 265. 

Sea-sand, 110, 115, 148. 

Sea-water, 17, 101—3,123, 171-2. 
Seddon, Col — Effect of iron-water 
on concrete, 101, 233 ; fioors 
with iron cables, 275 ; strength 
of slabs, 257, 260—3. 

Selenitic Hmes, 20, 22, 25—7, 133, 
152—3, 183. 

Setting of concrete, Hastening, 
17 4 — 6» 


Setting of hydraulic limes, 18, 90— 
4, 173 ; natural cements, 29, 33 
—4, 90 ; plaster of Paris, 34, 
175 ; Portlxmd cement, 79, 87, 90 
— 94, 167 ; rich lime, 11 ; slag 
cement, 43, 93. {See Salt, Sea- 
water, Soda, Sulphuric acid. 
Sugar, Temperature). 

Setting, Tlieories of, 91 — 4. 

Sewers, 293, 359—360. 

Sgraffito, 325. 

Shale, Burnt, 38, 123. 

Shelli 125. 

Sheppey cement, 28. 

Shingle, 117, 127, 131, 136, 181— 

183, 195, 261, 2SS, 319. 

Sieves for cement, 56. {See Fine- 
ness.) 

Silica, 89—93, 107, 238. 

Siliceous sand, 106—9, 115. 

Siloes at Galatz, 356—7. 

Smnmis, Concrete floors 

with iron ties, 272. 

Simples combined stone-bmaker, 
142-4. 

Size of aggregate, 2—3, 124, 128, 
135—7, 140, 145—7, 190-1, 210, 
340, 843, 347, 348, 360, 361. 

Size of aggregate for artificial Sags, 
237—8; blocks, 328; bridges, 
297 ; floors, 146, 261—2; founda- 
tions, 146, 228; ground-layers, 
245 ; paving, 240, 246 ; reinforced 
concrete, 340, 343, 347— S, 360 
—1 ; wall^ 140, 145, 308, 323. 

Slab-floors without iron, 253—267. 

Slabs for floors, 280, 2S3; wall^ 
313. 

Slag aggregate, 125, 127, 140, 181, 

184, 190, 239, 246, 261 ; fire- 
resistance, 36. 

Slag cement, 41—5, 89, 93—4, 140. 

Slaking hy(^ulic limes, 16 ; poor 
lime, 12; rich lime, 11. {See 
Air-slaking.) 

Slate aggregate, 121. 

Slow-setting Portland cement, 56, 
63, 79, 8<>, 90 ; slag cement, 43. 

Swirlse, Sir R.— Specification of 
concrete foundations, 6. 
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SmiUbt Foundations with 

piers and arches, 228—231. 

Soap on bnilding'frames, 310. 

Soda— Effect on cement, 100 ; — on 
concrete, 171—2. 

Soundness of Portland cement, 77 
-83, 86, 87. 

Spar for floor surfaces, 246. 

Speciflcations of concrete hlochs, 
323 ; foundations, 6, 228 ; sewers, 
298; walls, 2, 808, 328. [See 
Proportions.) 

Specincations of Portland cement, 
65, 67, 84—7. 

Specific gravity of Portland cement, 
56. 

Springs of water in foundations, 
101, 233. 

Stable-floors, 242—4. 

Stairs, 305. 

Steam— Effect on slaking of hydrau- 
lic limes, 17 ; use in frost, 169— 
170, 175. 

Steel in concrete beams, 199—214 ; 
floors, 268—283 ; foundations, 
223. {Sc6 Iron.) 

Steps, 305. 

Stone aggregate^ 117—121, &c. 
[See Mlast, Basalt^ Flints, 
Granite, Limestones, Porphyry, 
Quartz, Sandstones, Slates, 
Syenite, Trappean, '^V'hinstone.) 

Stone-breaking macmes, 141—5. 

Stoncifj Biimn B, — Concrete 
caisson, 233 ; concrete-mixer, 
157. 

Storing hydranlic limes, 24 ; 
natural cements, 29; Portland 
cement, 80—1 ; Selenitic lime, 
27. (ieg Air-slaking.) 

Street^ W. C.— Arched concrete 
roof, 261. 

Stren^h of concrete arches, 285— 
290 ; beams, 189 — 198 ; beams 
with iron rods, Ac., 199—214 ; 
fonndations, 217—226 ; piles, 
^5—6 ; retaining walls, 319 — 
322; walls, 308,317—8. (51se 
Adhesive, Cements, Compressive, 
Limes, Tensile, Transverse.) 


Stuarts granolithic paving, 241, 
837;— reinforced concrete, 336— 
841. 

Stucco, 99, 103, 110, 166, 824—5. 
Sugar in concrete, 100, 172—4. 
Snlphniic acid in limes and cements, 
25, 80, 89, 90, 101, 104. 

Smrfaces of floors, 246—252. 
Surkhi, 228, 230. 

Swimming-baths, 318. 

Svenite, 109, 119, 125, 128-9, 
'238, 240, 246, 251, 297. 


rpALLy J, — Building-frame, 7 ; 
concrete floor, 261. 

Tanks of concrete, 321, 323. 

Telegraph-poles of concrete and 
iron, 331. 

Temperature— Effect on briquettes, 
34-9, 62, 77-8, 82, 166-7 ; 
— concrete, 165, 167—178, 184 
— 18S, 245, 302, 821. Frost, 
&c.) 

Tensile strength of grey lime, 20, 
23 ; hydraulic limes, 20 ; natural 
cements, 20, 30—2 ; plaster of 
Paris, 34, 36 ; Portland cement 
and Portland cement mortars, 
20-4, 30—2, 34-8, 61—76, 80, 
85—7, 105—6, 111-2, 114-6, 
166—7, 361. 

Tensile strength of Portland cement 
mixed with coarse or flue sand, 
111—2 ; — grey lime, 23, 70 ; — 
loam, 23, 109—110 ; — muddy 
water, 100; — pit-sand and 
crushed sand, 113 ; — porous and 
nou-porous sands, 106—7 ; — 
sands and substitutes, 36, 114— 
116 ; — sea-water, 101—2 ; — 
sugar, 178—4. 

Tensile strength of Robinson's ce- 
ment, 39 ; Sdeqjltic limes, 20, 
26 ; slag cement, 44. {Bee Age, 

&C.) 

Tensile and adhesive strength, Batio 
between, 73. 
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Tensile and compressive strengtli, 
Satio between, 20 and 183, 30, 
69, 70. 

Tensile sti*engtli reduced by cold, 
&c., 62, 166—7. 

Tensile strength of Poi-tland cement 
mortars, Bales for finding, 75, 
105. 

Tensile strength, Testing of— bri- 
quettes, 61 — 3 ; machines, 63—5. 

Tension-rods, &c., in concrete 
beams, 200—14 ; floois, 270—7. 

Terrazzo, 247. 

Tests of limes nnsatisfactoiy, 18. 

Tests {See Adhesive, Compressive, 
Fineness, Specific gravity, Sound- 
ness. Tensile, Transverse, "Weight, 

kG.). 

Theory, Danger of, 208. 

Thomann^a roofing tile, 304. 

ThompsovUs brickwood fixing- 
blocks, 314. 

Thorowgoodf F. N , — Bulk of con- 
crete produced, 140. 

Tichhome, Porosily of mor- 
tars, 181. 

Tiles for floors, 248; roof^ 304; 
walls, 313, 326, 331. 

Transverse strength, Formulas for 
finding, 193 — 4. 

Transverse strength of artificial 
flags, 193; fir-joist, 210—213; 
foundations, 218—222; lime- 
stones, 190—1 ; Portland cement, 
71, 190—1 ; — concrete, 132, 189 

— 198 ; with iron rods, &c., 

200—214; Homan cement, 33, 
72, 191 ; ^ag cement, 191. 

Trappean rocks, 107, 119, 128, 251. 

Trass, 107. 

TVfiwcA— Arched concrete floor, 261. 

Turret, 316. 


U NDERPINNING, 231-2. 

UnmUf Pro/.— Formulas for 
strength of beams, 193—4; — 
slabs, 257 ; — tensile strength of 
Portland cement mortars of dif- 
ferent ages, 75. 


Y ICTORIA stone, 237, 241. 
PiirKfiiw— Concrete walls, 2 ; 
Puozzolana, 107. 

Voids {See Intemtices). 

Voids in monolithic w-alls, 313. 
Volcanic rock?, 107. 

Volume and weight, Proportioning 
mortars by, 21, 31. 


l/DAKEj S. jff. — Concrete chim- 
ney, 316. 

WaUer^s concrete-mixer, 156. 

Walls, 235—6, 306—3*26; chim- 
neys, 316 ; external treatment, 
323 — 6 ; hollow, 317, 355 ; 
London bye-laws, 308 ; L-shaped 
tiles, 312; retaining, 319—322, 
327—330 ; slabs, &c., 313 ; 
swimming-baths, 318 ; thickness, 
317, 355. (iSec Blocks, Bnildiug- 
fiames.) 

Ward ark Go's steel-webbed floor, 
275. 

Washing aggregates and sands, 
147—8, 361. 

Water — Chemical reactions with 
Kmes and cements, 11, 16, 91—4 ; 
depositing concrete in, 21, 100, 
159, 234 ; effects of keeping lime 
and cement briquettes in, 20 — 1, 
30, 94, 99 ; — insufficiency and 
excess on limes and cements, 95 ; 
— lossbyabsorptiou,kc.,&omcon- 
ciete, 99, 165, 246 ; — quantity 
on density of concrete, 97, 179, 
180 ; flesh v. sea water, 101 ; 
impure, 100 ; quantity required 
for sdaking hydraulic limes, 16 ; 
— in Portland cement briquettes, 
63 ; — in concrete, 96—7, 140, 
150—2; temperature for tests, 
62, 166 ; warm, in concrete, 103, 
169. {Sec Sea-water.) 

Wear, Resistance to — Floor-sur- 
faces, 251 ; stones, 119, 128. 

Weather— Effeetsonconcrete, 165— 
178. (jS'e^ Cold, Cracks, Tempera- 
ture.) 
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Webster, J. J. — Domed eeiiiugs, 
296 ; nre-resistance of aggre- 
gates. 36. 125 ; — Portland 
cement and plaster of Paris. 36. 

YV'eight of concrete briquettes, 36 ; 
hydraulic limes, 15 ; plaster of 
Paris, 34 ; Portland cement, 53 
— 56, 85, 1S3 ; Portland cement 
concrete with Tarions aggregates, 
181 — 2; Roman cement,^ 29; 
sand, 22, 319 ; slag cement, 43 : 
soils, grave!, kc., 319. 

"Weight and volume, Pror>orti*miTig I 
mortars by, 21, 31. {Sct ; 

Breaking-weight.) 


YlTiinstone, 119, 239, 323. 
WilMnsonanclGo., W. B . — Granite 
concrete, kc., 239, 242, 261. 
Willis and Astley's floor, 282. 
Wood-block floors, 248. {See 
Boarded.) 

Wood in concrete walls, 314. 
Wright's nxing-blocks for boarded 
concrete floors, 249, 314. 


Z -shaped building-blocks, Lish's. 
330. 







